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A 


ORAL REHABILITATION OF 
PERSONS 


omcers | 
ACADEMY OF none DENTISTRY 
Lists 1954 officers. 
ACCIDENTS: See O dentistry—accidents; 
See also Anesthesia—accidents during 
ACRYLIC RESINS 
See also Prosthesis—facial; Resins 
FILLINGS 
Coy, H. D. Evaluation of acrylic resin as a 
restorative material. 266 comment 486 
Holtman, D. se of self-curing acrylic res- 
ins questioned. 
Kreudenstein, S. V. 
and marginal adaptation of self-curing 
resin fillings. 486f ract 
ADVERTISING, 
See also Ethics, dental; Publicity—dental 
withdrawn from Bristol-Myers book- 
Classified Gireetory to restrict laboratory ads 
(Chicago) 
Michigan society adopts advertising stand- 


470 
Responsible advertising authorities deplore 
irresponsible advertising. (Ed.) 330 
her" researchers disagree the public best be 


D, L COLLINS, 
WEISENGREEN, Ti H.: See Wel- 
een, H. 


Thermal volume c 


See also Cavities—pre pation 
AISENBERG, M. 8S. Nam lean at Maryland. 472 
FEDERATION OF DENTA 


a to be invited to Algerian congress 


22 
ALL INDIA DENTAL ASSOCIATION 
mounces officers. 732 
ALL-KOREA DENTAL CONVENTION 
Holds first All-Korea interservice dental meet- 


AMALGAM 
List of Certified Dental Materials. 326 
FILLINGS 
Nachlin, J. J. Type of 
restoration of tee 


ain associated with the 
with amalgam. 284 


Turkheim, H. J. Bacteriological 
on dental filling materials. 236 Abstrac 

AMERICAN ACADE OF IMPLANT DEN- 

TURES 


Officers elected. 353 
AMERICAN ASSOCIATION OF DENTAL 
SCHOOLS 


Issues March 21-24 
AMERICAN ASSOCIA 10 
TISTS 


ram 
OF "ORTHODON- 


Plans essay contest. 225 
AMERICAN OARD OF DENTAL PUBLIC 


HEALTH 
Certifies five diplomates. 222 
AMERICAN BOA Se ORAL PATHOLOGY 
aby new officers. 483 
AMERICAN DENTAL ‘ASSOCIATION 
—- acquires land for office expansion 


Association centennial. (Board action) 458 

Audit report. (Board action) 459 

Board actions. 458 

Board of Trustees hears, approves 

personne! for annual session. 
Digest of Official Actions posogees by Bureau 
Library and Indexing Service. 462 

Speakers’ — (Board action) 461 

ANNUAL MEETIN 


—- set for exhibits at the Miami session 
1956. (Board action) 459 

Preview of ninety-fifth annual session. 718 
to be feature of annual ses- 


lans and 


sion. 
Section officers approved for 1955. 460 
Walter H. Campbell named to plan projected 
clinics program. 463 
BOARD OF TRUSTEES 
Committee to study trustee district revision 


Special committee named to study Scientific 
Session. 88 


BUREAU OF ECONOMIC RESEARCH AND STATISTICS 

Facts for dentists in two Bureau booklets. 
(Facts about states for the dentist seek- 
ing a location; Distribution of dentists in 
the United States by state, region, district 

and 
Moen, amily dental survey. Il. Fre- 
money of visits to the dentist; the annual 


THE AL 
OF THE AMERICAN DENTAL ASSOCIATION 
se 


THE JOURNAL 


ly dental survey. III. Dentures and 
bridges worn; knowledge of fluoridation; 
opinion of the dentist. 320 
1953 survey of dental practice. II. Income 
of dentists by location, age and other 
factors. 68 
1953 survey of dental practice. III. Income 
of dentists by type of practice, personne! 
employed, equipment owned and other 
factors. 194 
1953 survey of dental practice. IV 
of dental income; 
auxiliary personnel 
survey of dental practice. V. Number 
of hours and weeks worked by the den- 
bt length of wait for an appointment 


Sources 
of dentists; 


1953 survey of dental practice. VI. Number 
of patients. 706 
Survey of dental postpayment plans. 711 
BUREAU OF LIBRARY AND INDEXING SERVICE 
Additions to the Library. (A.D.A.) 190 
we Dental Association Film Library 
67, 324, 5 
ADA iim Library issues film return in- 
structions. 214 
COUNCIL OF NATIONAL BOARD OF DENTAL EXAMINERS 
Utah accepts National Board examination. 724 
COUNCIL ON DENTAL EDUCATION 
Accreditation of dental laboratory technology 
programs. 199 
Announce additional accredited 
Approval of additional hospita 
programs. 200 
Approves cental hygiene programs. 469 
Brochure on Requirements and Registration 
Data of State Dental Examining Boards 


rograms. 467 
educational 


Council announces change of dates for work- 


Hospital. dental internships and residencies 
approved by Council (revised to Febru- 
ary, 1954). 547 

New edition of the booklet, 
Testing Program. 724 

1953-54 Dental Students’ Register. 318 

Training programs for dental laboratory tech 
nicians. 441 

COUNCIL ON DENTAL HEALTH 

Booklet published on school dental programs 

(Dental health programs in the schools.) 


Dental Aptitude 


470 
Chronic illness 
statement. 
Council on Dental Health issues new periodi- 

cal. (Dental Health Highlights) 91 
Criticism of fluoridation answered in booklet 

(Fluoridation facts—answers to criticisms 

of fluoridation) 468 
Dentistry and the chronically ill 
New “Daredevil Davey” 

Association. 727 

a booklet on health program policies 


gets dentistry 


(Ed.) 573 
book announced by 


Recent actions of the Council on Dental 
Health. 444 
Bole of dentistry in chronic illness. 687 
-rays ond — teeth: booklet revised by 
oun 
COUNCIL ON yd 
TIONS 
To study various plans of laboratory accredi- 
tation. 466 
COUNCIL ON DENTAL RESEARCH 
Council to launch new publication. 
materials specification 
annual) 724 
List of Certified Dental Materials. 326, 447 
544, 713 


LABORATORY AND TRADE RELA-~- 


(Denta! 
and certification 


Report on actions 
March 1954 9 
COUNCIL ON DENTAL THERAPEUTICS 
Acceptance of products. (Board action re 
Group B) 460 
Classification lists—A. 66, 545 
Classification lists—B. 702 
R Waite's Fluoride Polishing Paste classi- 
fied in Group C. 64, 
~ and hydrocortisone ace- 


during Board meeting 


Topical poptication of fluoride for caries re- 
duction. 65 
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COUNCIL ON FEDERAL DENTAL SERVIC 
Current view of the military liability of den- 
tists 
Dentistry’s part in wartime health care plan- 
ning. 541 
COUNCIL ON HOSPITAL DENTAL SERVICE 
Report on conference between American Den- 
tal Association and the Joint Commission 
on Accreditation of Hospitals. 314 
COUNCIL ON JOURNALISM 
to analyze dental publications 


COUNCIL ON LEGISLATION 
Association testifies on OASI. 565 
Association testimony on bills relating to the 
President's health program. 697 
Testifies on proposed appropriations for VA 
outpatient dental services 
COUNCIL ON MEMBERSHIP 
Student membership booklet 
seniors. 727 
COUNCIL ON SCIENTIFIC SESSION 
Council announces subjects for scientific ses- 
sion. 340 
COUNCILS, COMMITTEES, BUREAUS: See also names 
of specific groups 
Effective program is goal of council confer- 
ence 
Recognition certificates 
Collections offered for use on A.D.A. History 
214 


distributed to 


(Board action) 461 


HOUSE OF DELECATES 
“Select early” 
JUDICIAL COUN 
Ethics. 189, 322, 443 
MEMBERSHIP 
Affiliate members approved by Board. 460 
Association announces record 80,000 members 
88 


societies urged. 211 


Association membership among Navy dentists 
rises 

Association membership explained in pam- 

state and local society. (Ed.) 

Membership at all-time high. 458 

m4 reaches 80,127, highest in A.D.A 


his 210 
AMERICAN. ‘DENTAL SOCIETY OF ANESTHE- 
SIOLOGY 


New society formed in field of anesthesiology 
5 


AMERICAN DENTURE SOCIETY 
Announces essay contest. 354 
AMERICAN REGISTRY OF PATHOLOGY: See 
Armed Forces Institute of Pathology 
AMERICAN SOCIETY FOR THE ADVANCE- 
MENT OF GENERAL ANESTHESIA IN 
DENTISTRY 
Lists officers. 734 
AMMONIA AND DENTAL CARIES: See Caries 
dental—etiology and control; See also 
Dentifrices—ammoniated 
ANALGESIA 
ETHYL CHLORIDE 
Schwartz, L. L 
limited, 
497 


Ethy! chloride treatment of 
painful mandibular movement 


TRICHLORETHYLENE 
Council on Dental Therapeutics lists Trima: 
and Cyprane Inhaler Unit in Group A 
546 


ANATOMY 
DENTAL 
Geller, J. W. Principles of functional anatomy 
applied to the making of impressions. 140 
HEAD 
Jacobs, M. H. Applied surgical anatomy of the 
orofacial region. 237 Abstract 
ANDERSON, K. Essentials of physiological 
chemistry. (Book rev.) 112 
ANDERSON, C. F. ann SMITH. LeRoy. Correction 
of prognathism. 117 Abstract 
ANDERSON, C. awry LANGTON, C. V.: See 
Langton, C. V. 
ANDERSON, W. A. D. Pathology. (Book rev.) 604 
Synopsis of pathology. (Book rev.) 233 
ANESTHESIA 
ACCIDENTS DURING 


Brannin, D. E. Cardiac arrest. 239 Abstract 


‘ 
2 


esthesia and 
ANESTHESIA AND ANESTHETICS, GENERAL 
INTRAVENOUS 
Kelleher, J. T. and Griffin, J. B. Pentobarbital 
sodium: appraisal of its use in oral sur- 
gery. 238 Abstract 
PENTOTHAL soptum: See 
listed below 
THIAMYLAL soprUM 
Clement, F. W. and Seldin, H. M. Use of tri- 
chioroethylene and thiamylal sodium as 
adjuncts to other anesthetics in oral sur- 
gery. 239 Abstract 
Thompson, E. C. and Hazard, D. C. Thiopental 
sodium and thiamylal sodium: their use- 
fulness in the office practice of oral sur- 
gery. 117 Abstract 
THIOPENTAL SODIUM 
Thompson, E. C. and Hazard, D. C. Thiopental 
sodium and thiamylal sodium: their use- 
fulness in the office practice of oral sur- 
gery. 117 Abstract 
TRICHLORETHYLENE 
Clement, F. W. and Seldin, H. M. Use of tri- 
chloroethylene and thiamylal sodium as 
adjuncts to other anesthetics in oral sur- 
gery. 239 Abstract 
Council on Dental Therapeutics lists Trimar 
7arene Inhaler Unit in Group A. 546 
, et al in den- 
tistry: general anesthesia. 
ANESTHESIA AND ANESTHETICS. 
Classification lists—C. 67, 702, 703 
Sherman, Harold, et al. Comparison of the 
clinical effectiveness of the higher po- 
tency local anesthetics in operative den- 
tistry. 151 
novocaine: See 
below 
PROCAINE HYDROCHLORIDE 
Council on Dental Therapeutics lists procaine 
products in Group A 
RAVOCAINE 
Dobbs. E. C.. 
409 


ANGINA 
vincent’s: See Vincent's infection 
ANOMALIES 
Bruce, K. W. Dental anomaly: early exfolia- 
tion of deciduous and permanent teeth 


414 
ANTIBIOTICS 
See also Penicillin 
Council on Dental Therapeutics lists in Group 
(Terramycin products) 
IN VINCENT'S INnFectTion: See Vincent's infection 
ANTIENZYMES: See Enzymes: See also Denti- 
frices—arntienzymes 
ANTIHISTAMINES: See Histamines 
ANTISEPTICS, GERMICIDES 
See also Sterilization and asepsis 
Council on Dental Therapeutics lists in Group 
A. (Hyacide Concentrated Germicidal So- 
lution—E. R. Powells) 66 
ANTRUM: See Sinuses of face 
APFEL, HARLAND. Preliminary work in trans- 
planting the third molar to the first molar 


position. 143 
APPLEBAUM, EDMUND. Integration of anatomic 
ne cephalometric studies of growth of 
he heed 365 Abstract 
APPOINTMENT. 
ments 
ARGENTINE DENTAL ASSOCIATION 
Argentine association names new officers. 352 
To be permitted to prepare translation and 
publish one edition of Accepted Dental 
Remedies. 460 
\RMED FORCES INSTITUTE OF PATHOLOGY 
Dedicate new institute of pathology. 96 
ARMY —— See Dentistry—military and 


ARNIM "su MTER (Abstracted by) Tooth mobil 
ity. The measuring method. Initial and 
secondary tooth mobility. H. R. Muhl- 
mann. 609 

(Reviewed by) Periodontolo; diagnosis and 
treatment. F. E. Beu be. eat 
anp HAGERMAN, D. A.: D.A 
ARTICULATION AND OCCLUSION 
See also Mandibular movements: Occlusion 


—thiopental sodium 


procaine hydrochloride listed 


et al. New local anesthetic agent 


See Practice, dental—appoint- 


ARTIFICIAL TEETH: See also Bite and subheadings 
DeVan, M. M. Concept of neutrocentric occlu- 
sion as related to denture stability. 165 
NATURAL TEETH: also Occlusion—restoration 
to normal 
Winslow, M. B. Preventive role of occlusal 
balancing of the natural 293 
ASEPSIS, pewra: See Sterilization and 
ASSOCIATION OF LICENSED aie UNIVER- 
SITY DENTISTS OF BELGIU 
lans Con- 
lence. 102 


Belgian association 
of Dental 
ASSOCIATIONS AND SOCIETIES, venta. 
also names of specific organizations 
—~y meetings of various countries. 480 
F BOOKS PUBLISHED py: See Book reviews 
ATKINSON, H. F. ann PROPHET, A. S. Produc- 
tion of artificial lamellae in human 
enamel. 486e Abstract 
AUDIO VISUAL CONFERENCE FOR MEDICAL 
AND ALLIED SCIENCES 
Helaine Levin named to post of new confer- 


ence. 214 
AUSTRALIA: See Dentistry—in Australia; See 
also International correspondence 
AWARDS 
Award to be presented at Chicago society 
meeting. (Maurice V. Stack) 215 
Bronze Star Medal awarded to dental officers 
(P. A. Canal; J. H. Snyder) 97 
Chandler, A. W. Awarded special letter of 
commendation by the Secretary of the 
Navy. 476 
Joseph Landa awarded Lord Chaim prize 
585 


Korchin, Leo. International Association for 
Dental Research Novice Award given to 


Murphey, P. J. Receives Legion of Merit 
Award. 730 portrait 
Toye, A. E. Awarded Legion of Merit. 589 


B 
BADEN, ERNEST anv FREID, M. G. 


G 
BARRETT, M. J. Dental observations on Austra- 
lian aborigines: Yuendumu, Central Aus- 
tralia, 1951-52. 364 Abstract 
BECKER, DAVID. Hypnosis in dentistry. ‘Reply 
to views expressed by C. F. Harper) 356, 
rebuttal 486 
BECKS, HERMANN; NELSON, MARJORIE M.; 
EVANS, H. M. ano FRANDSEN, A. M 
See Frandsen, M 
BEECHEN, I. I. Local anesthesia in dentistry for 
children—its psychology and technique 
609 Abstract 
BELGIUM: See Association of Sdoonsed and Uni- 
versity Dentists of Belgiu 
BELLAK. LEOPOLD. (Edited S Psychology of 
ihysical illness. (Book rev.) 486b 
BENIGN TUMORS: See Tumors 
BERNSTEIN, I. ann SMALL, M Foreign body in 
the neck. 312 
BEUBE., Li E. Periodontology, diagnosis and treat- 
ent. (Book rev.) 231 
BEYRON. H. L. Characteristics of functionally op- 
timal occlusion and principles of occlusal 
rehabilitation. 648 
changes In adult dentition. 674 


See Freid, 


strenctn: See Mastication—force 
TAKING: See also Occlusion—centric 
Lindblom, Gésta. Value of bite analysis. 657 
BLEADON, SAMUEL. President, California Acad- 
emy of Periodontology. 354 
BLOOD 
DISEASES 
Howell. J. T. and Monto, R. W. Recognition 
and management of bleeding disorders in 
oral surgery. 117 Abstract 
BLUE CROSS AND BLUE SHIELD: See In- 
surance—hospital 
BODECKER, C. F. University of Buffalo honors 


BOOnCe, 7 J. Management of pain 
BOOK REVIEWS 


American Dental Association. American den- 
tal directory, 1954. 92 


(Book rev.) 


INDEX 3 
594 


THE JOURNAL OF THE AMERICAN DENTAL ASSOCIATION »* 


American Dental Association—Council on 
Den Therapeutics. Accepted dental 


. 
A. or of physiological 
il 
D. Pathology. 604 


A. tal Association. Odontologia y 
mecanica dental. (Mechanical dentistry) 


602 
Bellak, Leopold. (Edited by) 
hysical illness. 486b 
Beube. F. E. Periodontology, diagnosis and 
tment. 231 
Bonica, J. J. Management of pain. 604 
— a J. Successful practice of den- 
tis 
enoweth B. and Selkirk, T. x Schoo! 
health 232 
Chilton, N. W. Analysis in dental 


Choksey, K. M. Dentistry in ancient India. 113 

Delario, A. J. 7 radium and radioiso- 
tope 

Dixon, F. J. Moore, R. A. Tumors of the 
male sex 

Ellis, R. G. Classification and treatment of 
injuries to the teeth of children. 486c 
Fish, E. W. Principles of full denture pros- 

esis. 486c 

Gibson, H. L. nd ra and medical 
sub, radio, 486b 

Grant, of anatomy, 

Grout, Ruth E. Health teaching in schools for 
teachers in elementary and secondary 
schools. 739 

Ham, A. W. Histology. 111 

Harndt, Ewald. Die Gussfiillung 
filling) 234 

money. Samuel. Orthodontic theory and prac- 


Psychology of 


research 


descrip- 


(The cast 


Hollis G. Disease and its conquest. 486d 

Jensen, L. Man's foods—nutrition ani en- 
~ BAS in food gathering times and 
ucing times. 233 

live G. Records and reports of local 


food 
Johnson, 
health departments. 360 
Kempf, Fritz. Odontologica. Fasc. 4. Beitrag 


zur indirekten Pulpaiiberkappung mit 
sero-calcium. (Contribution on indirect 
pulpotomy with sero-calcium) 486a 
Kleinschmidt, H. E. and Zimand, Savel. Pub- 
lic health education, its tools and proce- 


dures. 600 
Koch, Reinhard. Odontologica. Fasc. 5. Die 
einwirkung von nelkené! (oleum caryo- 
ph 1li) und eugenol auf die pulpa. (The 
ect of oleum caryophylli and eugeno!l 
pon the pulp) 486a 
Kohler. Fred. Evolution and human destiny 


Landa, J. S. Dynamics of psychosomatic den- 
stry. 234 

Langton, C. V. and Anderson, C. L. Health 
Principles and practice. 359 


ron, (Edited by) 
hypnosis. 486a 


Lendle, L. and Weigmann, 
(Pharmacology) 603 

Mathis, Hermann. Die gutartigen Gewichse 
der ee. (Benign growths of the 
oral cavit 

National Credit Association. Physicians 
and dentists credit and collection manual 


Orban, by) Oral histology and 
em 

Cations, "Bordon. tr Trichlorethylene anesthesia 

Pratt’ 


Experimental 


R. Pharmakologie 


mobertson and Dufrenoy, Jean. Anti- 

biotics. 232 

Riese, Walther. Conception of disease. 112 

—_—— Leonard, et al. Schools of public 
ealth. 

Saizar, Pedro. Protesis a placa 
thesis) 113 

Sartre, Jean-Paul 


(Denture pros- 
Existential psychoanalysis 


Scheer, B. T. General physiology. 486b 
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Schwarzrock, L. H. Training manual for the 
dental chair assistant. 602 

Sherman, C. Chemistry of food and nu- 
trition. 235 

Smiley, Dean and Gould, A. G. Your com- 
munity’s health. 112 

Strong-Carter Clinic. Thirty-second annual 
report of the Strong-Carter Clinic. 486a 

Strong-Carter Clinic. Thirty-third annual re- 

rt of the Strong-Carter Dental Clinic 


Strunk, F. R. (Compiled by) Inventory of 
social and economic research in health 


39 

Sugar Research Foundation, Inc. Ten years of 
research, 1943-1953. 231 

Thatcher, Virginia S. History of anesthesia 


9 
Tylman, S. D., et al. (Edited by) Year book 
of dentistry (1953-1954 series) 601 
United States Department of Agriculture 
Proceedings of National Food and Nutri- 
tion Institute. 
W. K. Kellogg Foundation 
1951-1952. 232 
BORDA, J. M. ann ESQUIVEL, R. Treatment of 
he simplex. 114 Abstract 

BORLAND, L refs) OLLINS, D. A.; WEISEN- 
GREEN, H. H. anp AGNEW, R. G.: See 
Weisengreen, H. 

BOUCHER, C. O. (Reviewed b Principles of 
full denture prosthesis W. Fish. 486c 

BRANDON, S. A. President, American Society for 
the Advancement of General Anes 
in Dentistry. 734 

BRANNIN, D. E. Cardiac arrest. 239 Abstract 

BRASHEAR, A. D. (Reviewed by) Oral histology 
and embryology. Edited by Balint Orban 


BRAUER, G. M. (Abstracted by) Thermal volume 
changes and marginal adaptation of self- 
curing resin fillings. S. V. Kreudenstein 


486 

BRAYSHAW, H. A. ann ORBAN, BALINT. Psori- 
asis gingivae. 114 Abstract 

BREGSTEIN, S. J. Successful practice of dentistry 
(Book rev.) 111 

BRUCE, K. W. Dental anomaly: early exfoliation 
of deciduous and rmanent teeth. 414 

mee, © J. E. To head American Association of 

ntal Schools. 473 

BURKET J. F. (Abstracted by) Children's den- 

tistry. Bruce Lindsay. 486e 
Investigation of the caries experience and 

diet of groups of school and pre-schoo! 
children in Sydney (1946-1947). D 
Cameron. 486f 

BURKET, L. W. anv DeREVERE, R. E.: See De- 
Revere, 

BURKMAN, N 
tion of Endodontists. 54 

BURS: See Operative dentistry—instruments 

BYRD, O. E. Health yearbook 1953 (Book rev.) 


BRUCE LAY S. A.: See Love- 


Annual report for 


esia 


R. E 
W. President, American Associa- 


Cc 


CADY, F. C. (Reviewed by) Annual report of 
g K. Kellogg Foundation for 1951-1952 
2 
Records and reports of local health depart- 
ments. Olive G. Johnson 
Schools of public health. Leonard Rosenfeld 
et al. 234 
CALANDRA, J. C. (Reviewed by) Essentials of 
ihysiological chemistry. A. K. Anderson 


CALCIFIC DEPOSITS: See Calculus 
CALCULUS 


salivary 


Wh J. G. Salivary calculi. 606 Abstract 
CALIFORNIA ACADEMY OF PERIODONTOLOGY 
Elects officers. 354 
CAMERON, D. A. Investigation of the caries expe- 
rience and diet of groups of school and 
children in Sydney (1946-1947) 
st 


86f 
CAMPBELL. R. L. = clinical observations re- 


A 
rem 
Anderson, 
chemis 
601 
112 
739 
! 


garding the role of the fluid film in the 
retention of dentures. 58 
CANADA: See Dentistry—in Canada 
CANAL, P. A. Bronze Star Medal awarded to den- 
tal officer. 97 
CANCER 
METASTASIS 
Tumor metastases. 537 Abstract 
oraL: See also Tumors 
Patterson, W. R. Role of the dentist in the de- 
tection and diagnosis of oral malignancies 
421 
‘ARCINOMA: See Cancer; See also Tumors 
“ARIES, 

ETIOLOGY AND conTROL: See also special therapy 
Le fluoride for prevention, etc., listed 
below; Orthodontic treatment—decalcifica - 
tion and decay resulting from 

FLUORIDE FOR PREVENTION 

European researchers to 
data. 223 
Fluoridation flipchart 
ready. 213 
B s Fluoride Paste classi- 
fied in Group C 
UORIDE FOR PREVENTION 
Alachua, 
593 


exchange fluorine 


speaker's guide now 


IN SUPPLIES 
Florida officials approve program 


Association heard on anti-fluoridation meas- 
ure 

Cancer society says fluoridation safe. 731 

Chicago aldermen recommend city start fluo- 
ridation. 593 

Chronic illness 
tion. 477 

Colorado medica! society declares fluoridation 
safe. 22 

Criticism of fluoridation answered in booklet 
(Fluoridation facts—answers to criticisms 
of fluoridation) 468 

Evaluation of scientific findin’s by those un- 
trained in science. (Ed.) 7414 

Evanston children have sound teeth, study 
shows. 731 

Fluoridation attempt halted by judge 
(Shreveport, La.) 223 

Fluoridation now serves nearly 20 million. 348 

Hildebrand, R. J. Asks fluoridation foe to 
present evidence. (Reply of the Shebo 
gan County Dental Society to Dr Breh. 
mer's letter) 356 

Minneapolis votes for 


commission favors fluorida- 


fluoridation program 
New York Assembly receives bill on fluorida- 
tion. 477 
Paquette, N. J. Asks fuller coverage of anti- 
fluoridation arguments. 229 
Two cities approve, one votes on fluorida- 
tion. (San Diego, Calif.; Sault Ste. Marie, 
Mich.) 223 
USPHS begins Gainesville dental treatment 
study. (Florida) 347 
Worcester society members favor fluoridation 
( Mass.) 
FLUORIDE FOR PREVENTION —TOPICAL APPLICATION 
Topical application of fluoride for caries re- 
duction. 65 
INCIDENCE—BY COUNTRY 
Cameron, D. A. Investigation of the caries ex- 
perience and diet of groups of school and 
pre-school children in Sydney (1946- 
1947). 486f Abstract 
SUGAR AND STARCH IN RELATION TO 
Society protests use of lollipops in polio pro- 
gram. (New Jersey) 734 
Society urges schools not to sell 
(Rhode Island S. Den. Soc.) 343 
Swedish report on sugar and dental caries 
findings and recommendations of the 
Royal Board of Sweden. 327 
‘ASTING 
Hoffman, J. M. Common problems in the con- 
struction of the full cast crown 
“ATANIA, A. F. Localized osteitis fibrosa and ce- 
mentoma. 238 Abstract 
‘ATHCART, J. F. Football's ounce of prevention 
606 Abstract 
“AVITIES 
PREPARATION 
Roach, H 
599 


sweets 


AIRBRASIVES 
J. Rubber dam in Air-Dent technic 


CEMENTOMA 
Catania, A. F. Localized osteitis fibrosa and 
cementoma. 238 Abstract 
CEMENTS 
Docking, A. R., et al. Effect of orthodontic 
cement on tooth enamel. 361 Abstract 
ZINC OXIDE 
Turkheim, H. J. Bacteriological investigations 
on dental filling materials. 236 Abstract 
ZINC PHOSPHATE 
List of Certified Dental Materials. 544 
CENTRIC RELATION: See Occlusion—centric 
CEPHALOMETRY: See Orthodontic diagnosis and 
measurements 
CEREBRAL PALSY: See Palsy—cerebral 
CHANDLER, A. W. Award special letter of 
commendation by the Secretary of the 


476 
CHENOW , L. B. ann SELKIRK, T. K. School 
health problems. (Book rev.) 232 
CHICAGO DENTAL SOCIETY 
Chicago Midwinter Meeting draws large at- 
tendance. 342 
CHILDREN, DENTISTRY FOR 
Lindsay, Bruce. Children's dentistry. 486e Ab- 
stract 
Some fallacies associated with children’s 
dentistry. 361 Abstract 
ANESTHESIA AND ANESTHETICS 
Beechen, 1. I. Local anesthesia in dentistry for 
children—its psychology and technique 
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of the human dentition 
236 Abstract 
Time of eruption of 
ish children in 1 
CLINICS 
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COY, H. D. Evaluation of acrylic resin as a 
resorative material. 266 comment 486 
CROWNS 
M. Common problems in the con- 
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sy country: See list ne. below, i.e. —in France, 
etc.; See also tional health insurance 
and subheadings 
IN AUSTRALIA 
Cameron, D. A. Investigation of the caries 
experience and diet of groups of school 
and pre-school children in Sydney (1946- 
1947). 486f Abstract 
IN CANADA 
Conege needs more dentists says association 
9: 


Toronto school receives million dollar grant 
590 


IN EAST AFRICA 
Ockerse, T. Chronic endemic dental fluorosis 
in Kenya, East Africa. 486e Abstract 
IN FRANCE 
French dental journals merge to single re- 
view (Revue Francaise d'Odonto-Sto- 
matologie) 351 
IN GERMANY 
German dentists 
committee. 592 
IN KOREA 
Dentists asked to help in Korea aid drive. 583 
IN RUSSIA 
Three weeks in Russia 
dental education. 576 
IN SWEDEN 
Swedish report on sugar and dental caries 
findings and recommendations of the 
Royal Board of Sweden. 327 
MILITARY AND NAVAL also Laws and legis- 
lation; Selective Service Act 
About 2,250 dentists needed for defense. 588 
Army issues dental student program. 476 
Association membership among Navy dentists 
rises. 212 
Commission offer to senior gets good response 
587 


organize dental remedies 


a report on Russian 


Defense Department rule corrects inequity 


Dental clinic established by Navy at Norfolk 
588 


Navy accepts dental Board examination cer- 
tificates 

Navy issues brochure on Dental Corps career 
34 


348 
Navy shortage of dentists threatens new draft 
call 


Select students to intern in Army hospitals 
587 


Upgrading of Navy dentists already under- 
way. 220 


POSTPAYMENT PLANS: See Economics—dental 
plans 
PRACTICE e Practice, dental 
PREPAYMENT PLANS: See Economics 
payment plans 
RELATIONS: See Public 
tistry 
DENTISTS 
IN CIVIL perense: See Civil defense 
IN HOSPITALS: See Hospitals—dental service; See 
also Internships and residencies, dental 
LOCATION AND RELOCATION: See Statistics—dentists 
statistics: See Statistics—dentists 
DENTITION 
See also Eruption of teeth 
Beyron, H. L. Occlusal changes in adult den- 
tition. 674 
DENTURES 
ARTICULATION AND occLUsION: See Articulation 
and occlusion—artificial teeth 
ESTHETICS 
Ketcham, Howard. Color and the dental pro- 
fession. 396 
MAIL ORDER: See Illegal practice 
RETENTION 
Campbell, R. L. Some clinical observations 
regarding the role of the fluid film in the 
retention of dentures. 58 
STABILIZATION: See also Impressions—technic 
Ledley, R. S. Relation of occlusal surfaces to 
the stability of artificial dentures 


dental—pre- 


PUBLIC relations—den- 


10 
Woods, 613 
Woods, Philip W. 613 220 


INDEX 


cava OF THE LOWER HALF OF THE 
ACE: See Face—development 
DIAGNOSIS 


orTHopontTic: See 
measurements 
DIC | GEORGE; FORZIATI, A. F.; LAW- 
M. E., JR. anv SCHOONOVER, I. C 
tunands of teeth reveals structure 
362 Abstract 
DIET AND NUTRITION 
PERIODONTAL CONDITIONS 
Frandsen, A. M., et al. Effecis of various lev- 
els of dietary protein on the periodontal 
tissues of young rats. 363 Abstract 
RELATION TO TEETH 
Study effects of fruits and beverages on teeth 


3 
DIONNE, EUGENE. Selected for 
Board. 728 
DIRECTORIES 
dental directory for 1954 now a‘ail- 


92 

DISINFECTION AND DISINFECTANTS: See 

a aoe and asepsis; See also Anti 
ptics, germicides 

DISTRIBUTION OF DENTISTS: See Statistics 
dentists; See also Economics—dental 

DISTRICT OF COLUMBIA DENTAL SOCIETY 

Dental research in Capital to be theme of 

meeting. 93 

DIXON, F. J. ann MOORE, R. A. Tumors of the 
male sex organs. (Book rev.) 358 

DOBBS, E. C.; DeVIER, C. W. JR. ann RAPO- 
PORT, pee New loca! anesthetic 


agent 

DOCKING, A R. DONNISON, JOAN A.; NEW- 
BURY, C. R. ann STOREY, E. Effect of 
orthodontic cement on tooth enamel. 361 
Abstract 

DODD, L. H. (Reviewed by) Physicians and der 
tists credit and collection manual. Na- 
tional Retail Credit Association. 358 

DONNISON, JOAN A.; NEWBURY, C. R.; STO- 
REY, E. ann DOCKING, A. R.: See Dock- 


Orthodontic diagnosis and 


Massachusetts 


A. R. 
DONOVAN, R. W. Radiographic cephalometric 
consideration of facial growth during or- 


thodontic treatment 

DOUGLAS, B. L. (Abstracted by) Myoblastoma 
of the tongue. J. E. Chipps and G 
Reinhardt. 114 

ho of the anterior cervical region. H. C 
pear. 486 

DREA w F. Medical profession praises book by 
dentist. (“The metabolism of the tubercle 
bacillus”) 354 

DUFRENOY, JEAN anpd PRATT, ROBERTSON 
See Pratt, Robertson 

DUMMETT, C. O. Oral rehabilitation 
193 


DWYER, H. S. (Reviewed by) 
1953. O. E. Byrd. 601 
School health problems L 
T Selkirk. 232 
Your community's health 
A. G. Gould. 112 


363 Abstract 


(Film rev.) 
Health yearbook 
B. Chenoweth and 


Dean Smiley and 


E 


EAST AFRICA 
ECONOMICS 


See Dentistry—in East Africa 


pentaL: See also Amer. Den. Assn.—Bur. Econ 
Res. and Stat.; Practice—dental 
Dental care 15.6 per cent of nation’s health 
bill. 347 
Moen, B. D. 1953 survey of dental practice 
Ill. Income of dentists by type of practice 
personnel employed, equipment owned 
and other factors. 194 
1953 survey of dental practice. IV. Sources 
of dental income; expenses of dentists; 
auxiliary personnel. 448 
1953 survey of dental practice. V. Number 
of hours and weeks worked by the den- 
tist; length of wait for an appointment 
562 


DENTAL—FEES 
Moen, B. D. Family dental survey. IH 
quency of visits to the dentist; 
dental bill. 74 


Fre- 
the annual 


1953 survey of dental 
of dentists by 
factors 

DENTAL—POSTPAYMENT PLANS 
Moen, B. D. Survey of dental 
plans. 711 
DENTAL-——PREPAYMENT PLANS 
Dental care insurance plan under way in New 
York. 734 
DENTAL—TAXES 
Answers to some income tax questions. 205 
McClanahan, W. S. and Weber, Alban. Den- 
tist’s income tax return. 78 
SCALE OF Fees: See Economics—dental—fees; See 
also National health insurance and sub- 
headings 
EDITORIALS 
Accident and Health Insurance: still time to 
enroll in Association's poses 454 
America's mounting population a challenge 
to the dental profession. 202 
Conference of council officers contributes to 
Association's public relations program. 453 
Cullivating student membership through the 
state and local society. 716 
Dentistry and the chronically ill. 573 
Evaluation of scientific findings by those un- 
trained in science. 714 
Finances for dental research 


Income 
age and other 


ractice. II 
location 


postpayment 


a sick industry 


Full knowledge of occlusion essential to the 
practice of good dentistry. 715 
Great expectations from dentifrices, and 
words that mean too much. 572 
Holland host to the Fédération Dentaire In- 
ternationale in June. 332 
Longevity in dental journals: Dental 
of Interest ends long career. 329 
New enrollment period and new provisions 
to afford more members low-cost insur- 
ance, 84 
Responsible advertising authorities 
irresponsible advertising. 330 
Sixth National Children's Dental Health Day 
focuses the nation’s attention on pedo- 
dontics. 85 
Solution of the Piltdown mystery 
erase Dawn Man 
When researchers disagree tiie public best be 
cautious. 201 
EDUCATION, 
See also Amer 
Educ. 
Armed Forces institute 
course. 218 
Army issues dental student program. 476 
Dental school enrollment continues to in- 
crease. 218 
Failure rate of freshmen falls to two per cent 


Items 
deplore 
scientists 


Den. Assn.—Coun. Den 


gives oral pathology 


Lectures, seminars offered by dental schools 
218 


1953-54 Dental Students’ Register. 318 

Oklahoma regents propose dental school for 
state 345 

Propose standard test for 
abroad. 5 

State dental college 
Board. 472 

Tufts midwinter 
alumni. 219 

Urge dentists to continue professional growth 
340 


students from 


barred by New York 


meeting offers courses to 


BY COUNTRY 
Kasen, Jacob. Israeli dental school described 
230 


Leatherman, G. H. News from Great Britain 

(Dental education) 484 
Panel discussion to benefit 
(Hebrew University 


Israeli dental 
School of 


Three weeks in Russia: a report on Russian 
dental education. 576 

Toronto school receives million dollar grant 
590 


also Education, dental—sub- 
hea —- et various special types of 
education, —orthodontics 

DeRevere, R. E. and Burket, L. W. Contribu- 
tion of the dentist in private poasiee to 
practice management courses for under- 
graduates. 493 


| 
468 

— 
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FELLOWSHIPS Bee Fellowships 
HYGIENISTS dental 
INTERNSHIPS : nternships and residencies 
dental 
ORTHODONTICS 
Graduate course in orthodontics announced 
(University of Toronto) 98 
POSTGRADUATE: also Education, dental—sub- 
headings for various pence 
Dental research in Capita theme of 


meeting. 
schedule postgraduate courses 
Graduate courses offered by dental schools 


Schools ees and postgraduate pro- 
grams 
ROENTGENOLOGY 
Four fifths of membership attend Review Day 
in Oral Roentgenology. 217 
SPECIALISTS 
Council accreditation of specialty training fa- 
vored. 
Tecunicians: See Technicians, dental 
TELEPHONE 
Illinois announces program of telephone in- 
struction. 591 
visuaL: See also Film reviews 
American Dental Association Film Library, 67, 
192, 324, 453, 705 
EDUCATION OF PUBLIC 
Conferees stress need for school dental pro- 


grams. 339 
Fluoridation flipchart, speaker's guide now 


ready. 
— booklet on health program policies 


EXHIBITS 


Anse society booth popular at exposition 
2 


PAMPHLETS 
Booklet telis how to take dental health inven- 
tory. 214 
New “Daredevil Davey" book announced by 
lation. 91 
X-rays and your teeth: booklet revised by 
ouncil on Dental Health. 726 
visuaL: See also Film reviews 
American Dental Association Film Library 


324 

“Keep ‘em shining” is title of TV program 
(Cleveland, Ohio) 470 

“Show-do-and-tell” method used in 
York program. 585 

Timborous, G. Protests TV dentistry pro- 


fram. 99 
ELECTROGALVANIC ACTION IN THE MOUTH 
Nachilin, J. J. Type of pain associated with the 
restoration of teeth with amalgam. 284 
ELLIS, R. G. Classification and treatment of in- 
juries to the teeth of children. (Book 
rev.) 486c 
ELLIS, W. H. University of Buffalo honors. 99 


ENAMEL 
, H. F. and Prophet, A. S. Production 
of artificial lamellae in human enamel 
486e 
COMPOSITIO: 
Stack, V. Organic constituents of enamel! 


New 


MOTTLED 
Ockerse, T. Chronic endemic dental fluorosis 
in Kenya, East Africa. 486e Abstract 
Williamson, M. M. Endemic dental fluorosis 
in Kenya: preliminary report. 605 Ab- 
stract 
ENDEMIC DENTAL FLUOROSIS: See Ename! 


mottled 
ENDOCRINE GLANDS AND HORMONES 
THERAPY 

Council on Dental Therapeutics lists Saline 
Suspension of Hydrocortone Acetate 2.5‘ 
(Merck & Co.) in Group B. 70 

Dental Ointment of Hydrocortone Acetate 
2.5%—Merck & Co. classified in Group C 
702, 703 

Report on cortisone and hydrocortivone ace- 


tate. 
ENDOWMENTS AND FOUNDATIONS 
iser, Clara. Patient salutes dentists. 229 
ENGLAND: See International correspondence 


THE AMERICAN DENTAL ASSOCIATION «¢ VOL 


48, JANUARY-~JUNE 1954 


England; See also Education, deniel—by 
country; Hospitals—dental service 
EPPERLY, J. M. To succeed General Snyder as 

director of dental activities at Brooke 
Army Medical Center. 589 
EQUIPMENT, 
Law, F. E. and Gutman, R. E. Plastic retainer 
for cotten rolls, (used in fluoride appli- 
cation). 188 
ERUPTION OF TEETH 
See also Dentition 
Bruce, K. W. Dental anomaly: early exfolia- 
tion of deciduous and permanent teeth 


Clements, E. M. B., 
of the permanent 
Abstract 

Time of eruption of permanent 
British children in 1947-48. 236 Abstract 
BORDA, J. M.: See Borda, 


ESTHETICS, penrar 
IN DENTURE CONSTRUCTION: See 
thetics 
ETHICS, 
See also Publicity—dental 
America’s mounting population a challenge to 
the dental profession. (Ed.) 202 
Ethics. 189, 322, 443 
ETHYL — See Analgesia—ethy! chlo- 


EVANS, H. M.; FRANDSEN, A. M.; BECKS, 
HERMANN one MARJORIE M. 
See Frandsen, A. ; 
EXAMINING BOARDS 
See also Amer. Den. Assn.—Coun. Nat 
Bd. Den. Examiners; Education, dental; 
Licensure and subheadings 
BRITISH COMMONWEALTH OF NATIONS 
Canadian board findings accepted by all prov- 
inces. 352 
EXODONTIA: See Extraction 
EXTRACTION 
Hayward, J. R. Exodontic problems 
stract 
AS A CAUSE OF IRREGULARITIES 
loss of teeth as factor 


et al. Order of eruption 
human dentition. 236 


teeth in 


Dentures—es- 


238 Ab- 


See Malocclusion 


F 


FACE 
DEVELOPMENT 
Donovan, R. W. Radiographic cephalometric 
consideration of fac during or- 
thodontic treatment. Abstract 
Scott, J. H. Cartilage of the nasal septum. A 
contribution to the study of facial growth 


363 Abstract 
FACIAL PROSTHESIS: See Prosthesis—facial; 
See also Obturators and similar appli- 
ances 
FARMER, E. J. University of Buffalo honors. 99 
FEDERATION DENTAIRE INTERNATIONALE 
Dentists asked to support international organ- 
ization. 591 
Five U. S. dentists to go to F.D.I 
this month. 732 
Harold Hillenbrand urges increased financial 
support. 458 
Holland host to the Fédération Dentaire Inter- 
nationale in June. (Ed.) 332 
Lists meetings of various 480 
200 subscribers needed for F.D.I. bilingual 
journal. 479 
FEES, venta: See Economics—dental—fees; See 
also National health insurance 
FELLOWSHIPS 
Fellowships, residencies, 
sities. 346 
Georgetown dental school to offer fellowship 


FIASCONARO, J. E.; CHILTON, N. W. ann 
SHERMAN, HAROLD: See Sherman, Har- 


old 
FILM REVIEWS 
American Cancer Society and National Can- 
cer Institute. Oral cancer: the problem 
of early diagnosis. 193 
American Dental Association—Council on 
Dental Research and National Bureau of 


meeting 


available at univer- 


2 
414 


Standards 
ment. 544 
American Dental Association Research Fe!- 
lowship, National Bureau of Standards 
Hazards of dental radiography. 579 
Dummett, C. O. Oral ee 193 
Moss, A. A. Operative pnodontics. 705 
National Bureau of Stankinde in cooperation 
with the American Dental Association 
Method of mixing silicate cement. 193 
Seldin, S. D., et al. Removal of impacted third 
molar. 67 
Use of elevators for removal of roots and 
teeth. 67 
Shore. N. A. Occlusal equilibration. 446 
Sillman, J. H. Child and his thumb. 193 
Simon, W. J. and Rothenberger, J. H gona 
impressions for indirect inlays 3 
Southern California State Dental Association 
Taro’s adventure in health. 193 
Syrop, H Intraoral and pharyngeal move- 
ments. 543 
FIRST DISTRICT DENTAL SOCIETY 
Industrial 


Method of mixing silicate ce- 


(N. Y.) 
dental programs to be studied at 
workshop. 94 
FISH, E. W. Principles of full denture prosthesis 
(Book rev.) 486c 
FLUORESCENCE 
or Teetu: See Teeth 
FLUORIDES 
CARIES, PREVENTION oF: See Caries, 
ride for prevention. etc 
IN MOTTLED ENAMEL: See Enamel—mottled 
IN WATER suPPLIes: See Caries, dental—fluoride 
for prevention—in water supplies 
TOPICAL APPLICATION: See Caries, dental—fluoride 
for vrevention—topical application 
FLUOROSIS: See Enamel—mottled 
FOOD AND DIETETICS: See Diet and nutrition 
FORD, W. F. (Abstracted by) Critical review of 
clinical cephalometric radiography. T. M 
Graber. 605 
Integration of anatomic 
studies of growth of 
Apvlebaum. 365 
Medical aspects of malocclusion 
Wallis. 237 
Orthodontics from the public health view- 
point, W. J. Pelton. 605 
Radiographic cephalometric consideration of 
facial growth during orthodontic treat- 
ment. R. W. Donovan. 363 
Study of the mandibular third molar area 
B Ledyard, Jr. 365 
(Reviewed by) Orthodontic 
tice. Samuel Hemley 
FOREIGN BODIES 
Bernstein, I and Smail, M 
the neck. 312 
IN ORAL TISSUES 
Throndson, A. H. Remarkable tolerance of tis- 
sues to a foreign body. 118 Abstract 
FORSCHER, B. K. anv HESS, W. C. Validity of 
plaque pH measurements as a method of 
evaluating therapeutic agents. 134 
vORsIAg A. F.; LAWSON, M. E. JR.; SCHOON- 
OVER. I. C. ann DICKSON, GEORGE: See 
Dickson, George 
FOSDICK. L. S. Enzyme inhibitory agents. 19 
FOUNDATIONS: See Endowments and founda- 
tions 
FOWLER 


fluorescence 


dental—fluo- 


and cephalometric 
the head. Edmund 


H. R. E 


theory and prac- 


Foreign body in 


R. C TANCHESTER, DAVID awnp 
—~ ALEXANDER: See Seelig. Alex- 
er 
FRACTURES 
saws: See also Maxillofacial injuries 
Freid. M. G. and Baden rnest. Management 
of fractures in children. 608 Abstract 
Kroemer, H. Teeth in the line of fracture: a 
conception of the problem based on a 
review of 690 jaw fractures. 362 Abstract 
Lewis, G. K. Treatment of old denwressed frac- 
tures of the zygoma. 116 Abstract 
Newman, C. W. and Thompson, C. F. Open 
reduction of fracture of mandibular con- 


Oven reduction of 

fractures. 607 Abstract 
Smith, A. E. and Robinson, Marsh. Individu- 
ally constructed stainless steel bone onlay 
splint for immobilization of proximal 


mandibular 


fragment in fractures of the of the 
mandible. 608 Abstract 
reeru: See Teeth—fractured; See also special 
treatment employed 
FRANCE: See Dentistry—in France 
FRANDSEN, A. M.; BECKS, HERMANN; NEL- 
SON, MARJORIE M., anv EVANS, H. M 
Effects of various levels of dietary pro- 
tein on the periodontal tissues of young 
rats. 363 Abstract 
FREID, M. G. anp BADEN, ERNEST. Management 
of fractures in children. 608 Abstract 
FRIEDMAN, JOEL. (Abstracted by) Fluorescence 
of teeth reveals structure. George Dick- 
son, et al. ° 
X-ray scattering study of tooth structure. A 
Posner 


angle 


G 


GALLATIN, A. L. Fractured central incisor. 313 
GALVANISM See Electrogaivanic action in 


mouth 
GARD, KNUT. Public dental service 


GELLER, J. W. Principles of functional anatomy 
applied to the making of impressions. 140 
GENERA ANESTHETICS: See Anesthesia and 
anesthetics, general 
GERIATRICS 
Plan conferences to 


in Norway 


study institutional 
of aged. 106 
GERMANY: See Dentistry—in Germany 
GERMICIDES: See Antiseptics, germicides 
GERODONTOLOGY: See Geriatrics 
GERSHKOFF, AARON. President, American Acad- 
omy of Implant Dentures. 353 
GIBSON L Copying and duplicating medical 
subjects and radiographs. (Book rev.) 486b 
GINGIVA 
piseases: See also Periodontal disease and sub- 
headings 
Brayshaw, H. A. and Orban 
gingivae. 114 Abstract 
GINGIVITIS 
neRPetTic: See Gingivitis 
necrotic: See Vincent's infection 
utceraTive: See Vincent's infection 
GLASSON, G. F.; SWEENEY, W. T. ano SCHOON- 
OVER, I. C. Effect of preheating on ther- 
mal expansion of 
ments. 433 


care 


Balint. Psoriasis 


silica-gypsum invest- 
GOLD 
List of Certified Dental Materials, 
GOL a H President, 
Oral Pathology. 483 
GOOCH, MARJORIE; LEVINE, O. H. ann ROSEN- 
FELD, LEONARD: See Rosenfeld, Leo- 


nard 
GOULD, A. G. ano SMILEY, 


447. 713 
American Board of 


DEAN: See Smiley. 


Dean 
GRABER, T. M. Congenital cleft palate deformity 


Critical review of clinical cephalometric ra- 
diography. 605 Abstract 
Fundamentals of occlusion. 177 
GRANGER, E. R. Functional relations 
matognathic system. 638 
GRANT, J. C. B. Method of anatomy, descriptive 

and deductive. (Book rev.) 360 

GRANT, RONALD ano LANTING, HARRY. Im- 
proved technic for roentgenographic ex 
amination of the temporomandibular joint 
and condyle. 116 Abstract 

GREATER NEW DENTAL MEETING 

Attracts 15,808. 93 
GRIFFIN, J. B an KELLEHER, J. T.: See Kelle 


her, J 

GROSSMAN, L. I. Acrylic resin fillines and the 
dental pulp. Reply to Dr. H. D. Coy. 486 

GROUP HEALTH DENTAL INSURANCE, INC 
See Insurance-——-group 

GROUT, RUTH E. Health teaching in schools for 
teachers in elementary and secondary 
schools. (Book rev.) 739 

GUMS: See Gingiva 

GURDIN, MICHAEL ano PANGMAN, W. J. Der- 
mal sinuses of dental origin with report 
of three cases. 486¢ Abstract 

GUTMAN, R. E. anv LAW, F. E.: See 


of the sto- 


Law. F. E 


NDEX 13 
251 
375 


THE JOURNAL OF 


H 


HAGERMAN, D. A. ann ARNIM, S&S. S. Effect of 
eg treatment on the connective 
ssue fibers of the marginal finsive 158 
HAM, w. (Book rev.) 
HAMM, D. M. Arkansas Board of Health elects as 
chairman. 347 
HARELIP: See Cleft palate and cleft lip 
HARNDT, EWALD. Die Gussfillung 
filling) (Book rev.) 234 
HARPER, C. F. Reply to comment b 
regarding review of W. T 
hypnosis. 486 
HARRIS. "RO ERT. News from Australia. 107, 336 
BARES, S. C. (Reviewed by) General physiol- 
B. T. Scheer. 486b 
on ¥ RRY, H. T.: See Perry, H. T 
HATTON, E. H. (Reviewed by) Pathology 


(The cast 


Dr. Becker 
deron's book 


W.A 


D Anderson. 604 
Synopsis of pethology. W. A. D 
233 


Anderson 
Tumors of the male sex organs. F. J. Dixon 
and R. A. Moore. 358 
HAYWARD, J. R. Exodontic 
stract 
HAZARD. D. C. ano 
Thompson, E. C 
HEAD 


anatomy: See Anatomy 
GROWTH AND DEVELOPMENT 
maxilla 
Applebaum, Edmund. Integration of anatomic 
and cephalometric studies of growth of 
the head. 365 Abstract 
HEALTH 
procraMs: See Public health program 
HEALTH INSURANCE: See Socialized medicine 
See also National health insurance; Publi 
health pro¢rams 
HEART FAILURE DURING ANESTHESIA, See 
Anesthesia—accidents during 
HEIN, J. W. Present status of chlorophyll deriva- 
tives as dental therapeutic agents. 14 
HEINZ, H. W. Assumes post of Nebraska Dental 
Director. 223 
HEMLEY. SAMUEL. Orthodontic theory and prac 
tice. (Book rev.) 600 
HEMORRHAGE 
CONTROL 
Howell, J. T. and Monto, R. W. Recognition 
and management of bleeding disorders in 
oral surgery. 117 Abstract 
HENNY, F. A. (Reviewed by) 
pain. J. J. Bonica. 604 
HERMAN, SAMUEL. (Reviewed by) Analysis in 
dental research. N. W. Chilton. 231 
HERPES 
Borda, J. M. and Esauivel, R. Treatment of 
recurrent herpes simplex. 114 Abstract 
HESS, W. C. ann FORSCHER, B. K.: See Forscher 


HILDEBRAND, R. J. Asks fluoridation foe to pre- 
sent evidence. (Reply of the Sheboygan 
County Dental Society to Dr. Brehmer’ 
letter.) 356 

HILL, T. J. Introduction. (Panel discussion 
theraveutic dentifrices) 1, summary 30 

HILLENBRAND, HAROLD. Named to W.H.O 
delegation. 723 

HISTAMINES 

Silverman, R. E. Use of antihistamines in ora! 
—eey a preliminary report. 240 Ab- 
stract 

HISTORY 

ee -y AND societies: See names of spe 
roups, i.e. Amer. Den. Assn 

HOFFMAN. °F M. Common problems in the con- 
struction of the full cast crown. 272 

HOLLAND, A. H.., 


JR. Medical director of the 
Food and Drug Administrat‘on. 457 
HOLLIS, G. T. Disease and its conquest 
rev.) 486d 
HOLTMAN, D. E. Use of self-curing acrylic resins 
questioned. 229 : 
HOOVER COMMISSION'S MEDICAL TASK 
FORCE 


problems. 238 Ab 


THOMPSON, E. C See 


head 
See also Mandible and 


Management of 


(Book 


Discuss dentist war role with Hoover commit- 


tee. 462 
HOSPITAL INTERNSHIPS FOR DENTISTS: See 
Internships and residencies, dental 
HOSPITALS 
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DENTAL SERVICE: See 
dencies, denta! 
Approval of additional 
programs 
Hospital dental internships and _ residencies 
approved by the Council on Dental Edu- 
cation (revised to February, 1954). 547 
Hospital group liberalizes dental staff rules. 88 
Leatherman, G. H. News from Great Britain 
(School and hospital staffs) 485 
Report on conference between American Den- 
tal Association and the Joint Commission 
on Accreditation of Hospitals. 314 
GROUP INSURANCE: See Insurance—hospital 
HOWELL, J. T. ano MONTO, R. W. Recognition 
and management of bleeding disorders in 
oral surgery. 117 Abstract 
HUDSON, D. C. ano SWEENEY, W. T. Tempera- 
tures developed in rotating dental cutting 
instruments. 127; correction 354 
HYDE, WALTER. (Reviewed by) Experimental 
hypnosis. Edited by L. M. LeCron. 486a 
HYGIENISTS, 
Approves dental hygiene programs 
Den. Educ.—Amer. Den. Assn.) 
Dental hygiene program approved by Council 
on Dental Education, A.D.A. (Fairleigh 
 _—_ers College in Rutherford, N. J.) 
9 


also Internships and resi- 


hospital educational 


(Coun 


Questionnaires 
tory. 595 
HYPNOTISM 
Becker, David. Hypnosis in dentistry. (Reply 
to views exvressed by C. F. Harper) 356 
rebuttal 486 


mailed in hygienists’ inven- 


I 


ILLEGAL PRACTICE 
Trade and laboratory relations. (Board ac- 
tions re mail order dentures study) 459 
ILLUSTRATIONS 
All-Korea dental convention. 221 
Alumni of the Chicago College of Dental Sur- 
gery and of the University of Southern 
California College of Dentistry in Hawaii 


732 

Arkansas State 
meeting. 585 

Army Dental Surreons Conference. 588 

Association president-elect Daniel F. Lynch 
and Rear Admiral H. Lamont Purch. 584 

Bolling Air Force Base inspection. 349 

Conferees at the Workshop on Dental Special- 
ties. 466 

Conference of Council Chairmen 
taries. 464 

Daniel Lynch, president-elect of the Ameri- 
can Dental Association; Ruth Whalen. 
secretary of the American Society of 
Oral Surgeons; Leslie M. FitzGerald. 105 

Daniel F. Lynch shaking hands with Ted 
Mack. 339 

Daniel F. Lynch shown at Navy Dental School 
in Bethesda, Md. 730 

Dwight D. Eisenhower holds invitation issued 
by the Association. 584 

First women dentist awarded a commission in 
the U.S. Air Force Dental Service, Lieut 
Raya Fachlin. 97 

Founding members of the Burma Dental As- 
sociation. 101 

Ho Quan Phuoc of Saigon, Vietnam, affiliate 
member of the American Dental Associa- 
tion presented the affiliation charter of 
the Junior Chamber International from 
Richard Nixon. 104 

Leslie M. FitzGerald and Maj 

Snyder. 586 

Leslie M. FitzGerald presents a silver tray to 
George C. Paffenbarger. 469 

Lester C. Hunt greeted in San Juan, Puerto 
Rico. 343 

Lt. Col. Martin L. Segal 
C. Witlard Camalier 

Maj. Gen. George E. Armstrong. 475 

a} of the Association Board of Trustees 


Dental Association annual 


and Secre- 


General Oscar 


presents check to 
25 


Members of the Board of Directors of the 
de Cirujanos Dentistas de Puerto 
co. 343 


Miami. 463 
New headquarters of the Southern California 
State ntal Association. 
Officers of the Canal Zone and Republic of 
Panama dental societies. 592 
Officers of the Panama Canal Zone Dental So- 
ciety. 222 
Oren A. Oliver on one of his periodic visits 
to the dental clinic at Bolling Air Force 
Base. 3 
Phelps J. Murphey. 730 
Portrait of Maj. Gen. Walter D. Love. 731 
President's banquet of the convention of the 
Colegio de Cirujanos Dentistas de Puerto 
Rico. 479 
Scenes of Florida. 581 
Simon, Ben and Jack Shapiro, three brothers 
and three past presidents of the Second 
District Dental Society (N. Y.) 216 
6lst annual meeting of the Oregon State Den- 
tal Association. 728 
Walter Reed Army Medical Center graduation 
ceremonies. 96 
Youngsters learn about dental health during 
Children’s Dental Health Week in New 
York. 586 
IMPLANTATION 
NATURAL TEETH 
Apfel, Harland. Preliminary work in trans- 
planting the third molar to the first molar 
position. 143 
IMPRESSIONS 
TECHNIC 
Geller, J. W. Principles of functional anatomy 
applied to the making of impressions. 140 
INCOMES, penta: See Economics—dental 
INDEX, pENTAL 
See also Amer. Den. Assn.—Bur 
and Index. Serv.; Book reviews 
Index to Dental Literature for 1953 published 
34 


Library 


INDUSTRIAL DENTAL SERVICE 
See also Clinics—dental 
Adopts policy to guide dental care in industry 
470 


Industrial dental programs to be studied at 
workshop. (First District Dental Society 
of the State of New York) 94 
Industrial dentists to discuss 
gram. 478 
Longshore union recommends dental care pro- 
gram. 483 
INFECTION 
vrncent's: See Vincent's infection 
INSURANCE 
FOR DENTISTS: See 
GROUP 
Dental care insurance plan under way in New 
York 4 
HEALTH: See Socialized medicine 
tional health insurance 
HOSPITAL 
Minnesota Blue 
care. 352 
INSURANCE FOR DENTISTS 
ACCIDENT AND DISABILITY 
Accident and health insurance; still time to 
enroll in Association's program. (Ed.) 454 
Accident, health insurance enrollment period 
opens. 210 
Additional states 
surance. 727 
Enrollment drive for 
to open. 88 
Insurance available 
337 


factory pro- 


Insurance for dentists 


See also Na- 


Shield covers limited dental 


qualify for Association in- 
Group Insurance Plan 
to dentists up to age 70 
New enrollment period and new provisions 


to afford more members low-cost insur- 
ance. (Ed.) 84 


465 
Total of 3,622 apply for Association insurance 
465 


wosPrTTaL: See Insurance 
INTERNATIONAL 
RESEARCH 
Eleven scientific 
group. 224 
Research group affiliated with science 
emy. 594 
INTERNATIONAL 
SCIENCE 


hospital 


ASSOCIATION FOR DENTAL 
sessions planned by research 
acad- 


CONGRESS OF DENTAL 


Feature essayists from many countries at Con- 


gress 
INTERNATIONAL CORRESPONDENCE 
AUSTRALIA 
Harris, 
ENGLAND 
Leatherman, G 
108, 227, 334, 484, 597, 735 
INTERNSHIPS AND RESIDENCIES, 
See also Hospitals—dental service 
Announce additional accredited programs. 467 
Bronx VA hospital offers residencies. 219 
offered by Philadelphia hos- 


Robert. News from Australia. 107 


H. News from Great Britain 


Dentists offered residencies, scholarships. 219 

Fellowships, residencies, available at univer- 
sities. 346 

Internship, residency in oral surger an- 
nounced. (University of Louisville School 
of Dentistry) 98 

Oral surgery internship offered in San Fran- 
cisco niv. California Col. Den.) 99 

Oral surgery residencies offered by college 
(College of Physicians and Surgeons and 
the San Francisco Hospital) 590 

Select students to intern in Army hospitals 


587 
INTERPROFESSIONAL HEALTH CONFERENCE 
—_—--+ we health meeting to hear den- 


225 
INTRAVENOUS ANESTHESIA 
and anesthetics, general 
INVESTMENT 
MATERIALS 
Glasson, G. F., 
ments. 433 
IRREGUL SARITY OF TEETH: See Malocclusion; 
re also Orthodontic diagnosis and meas- 
urements; Orthodontic treatment 
ISRAEL: See Education, dental—by country 
ISRAELI DENTAL ASSOCIATION 
Plans postgrad program. 224 


See Anesthesia 
intravenous 


et al. Effect of preheating on 
expansion of silica-gypsum in- 


J 


JACOBS, J. F. College cities for 
(University of 
ool of Dentistry) 104 
JACOBS. Ml H. Applied surgical anatomy of the 
orofacial region. 237 Abstract 


distinguished 
Kansas City 


JAWS 
rractures: See Fractures—jaws 
JENSEN, L an's foods—nutrition and en- 
vironments in food gathering times and 
food producing times. (Book rev.) 233 
JEPSON, W. H. Health educator employed by 
California. 471 portrait 
G. Records and reports of local 
h departments. (Book rev.) 360 
JOINT COMMIS! ION ON ACCREDITATION OF 
HOSPITALS 
Report on conference between American Den- 
tal Association and the Joint Commission 
on Accreditation of Hospitals. 314 
JORDAN, W. A. President, Advisory Board for 
Dental Specialties. 104 
JOURNALISM, penta 
See also Periodicals—dental 


K 


KASEN, JACOB. Israeli dental school described 
230 

KELLEHER, J. T. ann GRIFFIN, J. B. Pentobar- 
bital sodium: appraisal of its use in oral 
surgery. 238 Abstract 

KEMPF FRITZ. Odontologica 
zur indirekten Pulpatiberkappung mit 
sero-calcium. (Contribution on indirect 
pulpotomy with sero-calcium) 

KESEL, R. G.; O'DONNELL, J. F. anp WAL- 

CE, D. A. Effect of single brushings 

with combinations of diabasic ammonium 
pore ee and urea on human salivary 
lactobacillus counts. 8 

- 

44. ment 357 

KETC HAM. HOWARD’ Color and the dental pro- 

fession. 396 


Fasc. 4. Beitrag 


of dentistry to 


1S 
| 
' 
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KHALIFAH, E. 8S. (Reviewed in 
India. K. M. Choksey 
. President, American " Dental So- 
ology. 596 
A awp ZIMAND, SAVEL 
Public health education, its tools and pro- 
cedures. ( rev.) 
KNIESHES. A. H. Efficacy of medicated denti- 
frices in the practice of dentistry. 22 
KNIGHTON. H. T. Comparative bactericidal ef- 
fects of various temperatures of hot oils 


307 
KOCH, REINHARD. Odontologica. Fasc. 5. Die 
einwirkung von Nelkenél (oleum caryo- 
phylli) und Eugenol auf die Pulpa. (The 
effect of oleum and eugenol 
upon the pulp) (Book rev.) 486 
FRED. Evolution and heman destiny 


(Book rev.) 486c 

KORCHIN, LEO. International Association for 
Dental Research Novice Award given to 

KOREA: —A Dentistry—in Korea; See also All- 
Kor Convention 

KREUDENSTEIN. ermal volume changes 
and of self-curing 

resin Eee 486f Abstract 

KROEMER, H. Teeth in the line of fracture: a 
~ aR. of the problem based on a 
review of 690 jaw fractures. 362 Abstract 

KUGELMASS, I. N. (Reviewed AM Conception of 
disease. Walther Riese 


L 


LABORATORIES, pewrat 
Classified directory to restrict laboratory ads 
(Chicago) 21 
Court advised to continue case against labora- 
tories. 94 
To study various plans of laboratory accredi- 
tation. (Council on Dental Trade and 
Laboratory Relations) 466 
TECHNICIANS: See Technicians, dental 
LANDA, J. S. of den- 
tistry. (Book rev 
LANGTON, C. V. anv ANDERSON, Cc. L. Health 
i rinciples and practice. (Book rev.) 359 
LANTING, HARRY anp GRANT, RONALD: See 
Grant, Ronald 
LAW, F. E. anp GUTMAN, R. E. 
for cotton rolls, 
cation). 188 
LAWS AND LEGISLATION 
A.D.A. representatives state views on legisla- 
am. 337 
DENTA 
Federal legislation. 459 
New York Assembly receives bill on fluorida- 
tion. 477 
HEALTH 
Association testimon 
President's healt 
MILITARY AND NAVAL 
Army seeks change in doctor draft law. 475 
Current view of the military liability of den- 
tists. 316 
Expect to present views on dependent care 


Plastic retainer 
(used in fluoride appli- 


on bills relating to the 
program. 697 


Issue rules on dentists 
draft. 
No need seen for extension of dentist draft 


subject to regular 


law. 
Policy statement on military dependent care 


LAWSON, M. E., JR; SCHOONOVER. I. C.: 
SON, GEORGE anv FORZIATI, A. F.: See 
George 


DICK- 


LeCRON, L. ted by) Experimental hyp- 
(Book ) 486a 
G. News from Great Britain 
227. a 484, 597, 735 
LEDLEY. oe. S. Relation of occlusal surfaces to 
the stability of artificial dentures. 508 
LEDYARD, B. C., JR. Study of the mandibular 
molar area. Abstract 


AND WEIG 


R. Pharmakologie 
(Pharmacology) 


(Book rev.) 603 
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LEPESKA, F. W. Assumes duties as inspector of 
the Navy dental activities on the Atlantic 
coast and as district dental officer of the 
Third Naval District. 731 

LEVIN, HELAINE 8S. Named secretary-treasurer 
of Audio Visual Conference for Medical 
and Allied Sciences. 214 

LEVINE, O. H.; ROSENFELD, LEONARD anp 
GOOCH, MARJORIE: See Rosenfeld, Leo- 


nard 
Lavra T. C. (Reviewed by) Evolution and 
man destiny. Fred Kohler. 486c 
LEVITIN, ELIZABETH. (Reviewed by) Psychol- 
= illness. Edited by Leopold 


la 
LEWIS, G. K. Treatment of old depressed frac- 
tures of the zygoma. 116 Abstract 
LIBRARIES 
DENTAL 
Additions to the Library. 190 
LICENSURE 
also Examining boards 
National Board examines 3,300. 469 
LIEBAN, E. A. (Reviewed by) Dynamics of psy- 
chosomatic dentistry. J. S. Landa. 234 
Misteey of anesthesia. Virginia S. Thatcher. 


Successful practice of dentistry. S. J. Breg- 

stein 
LINDAHL, R. L. (Abstracted by) Cartilage of 

the nasal septum. A contribution to the 
study of facial growth. J. H. Scott. 

Dental observations on Australian aborigines 
Yuendumu, Central Australia, 1951-52 
M. J. Barrett 

Effect of orthodontic cement on tooth enamel 
A. R. Docking. et al. 361 

Football's ounce of prevention. J. F. Cathcart 


Some fallacies associated with children's den- 
tistry. Bruce Lindsay. 361 
Teeth in the line of fracture: a conception of 
the problem based on a review of 690 jaw 
fractures. H. Kroemer. 362 
LINDBLOM, GOSTA. Value of bite analysis. 657 
LINDSAY. BRUCE. Children's dentistry. 486¢« 
Abstract 
Some fallacies associated with children's den- 
tistry. 361 Abstract 
LINK, W. A. (Reviewed by) Copying and dunli- 
cating medical subjects and radiographs 
H. L. Gibson. 486b 
LINN, R. H. (Abstracted bv) 
dental fluorosis 
T. Ockerse. 486e 


Chronic endemic 
in Kenya, East Africa 
LIP 
ciert: See Cleft palate and cleft lip 
FISTULA 
Traeger, K. A. Congenital fistulas of the lower 
lin: report of case. 607 Abstract 
LITIGATION 
Court advised to continue case against labora- 
tories. § 
Jail erence imposed on laboratory operator 
4 


Manufacturer misbrands dental device, court 


nds. 

LOCAL ANESTHETICS: See Anesthesia and anes- 
thetics. local 

LOCATION AND RELOCATION OF DENTISTS 
See Statistics—dentists 

LONGEVITY 

nentists: See Statistics—dentists 
LOVE, Se D. Army Dental Corps chief retires 
7 portrait 

LOVESTFDT. S. A. ann BRUCE, K. W. Cysts of 
the incisive canal with concrements. 607 
Abstract 


M 


MAAS, EVELYN E. (Reviewed by) Training 
manual for the chair assistant. L 
H. Schwarzrock. 

MAIL ORDER DEN NTURES. ™ Illegal practice 

MALIGNANT TUMORS: See Tumors; See also 


Cancer 

MALLINCKRODT, PAUL. New director of the 
division of dental health of the South 
Dakota State Health Department. 593 


4 
LEISER 
LEND 


MALOCCLUSION 
See also Orthodontic diagnosis and meas- 
urements; Or ontic treatment 
Van Studdiford, M. T. Malocclusion and its 
effects upon oral membranes. 115 Abstract 
ETIOLOGY 
Wallis, H. R. E. Medical aspects of malocclu- 
sion. 237 Abstract 
LOSS OF TEETH AS FACTOR 
Apfel, Harland. Preliminary work in trans- 
planting the third molar to the first molar 
ition. 143 
MALON L. T ay executive resigns 
( 


ass. 
MANDIBLE AND "MAXILLA 
rractures: See Fractures—jaws; See also Maxil- 
lofacial injuries 
RESECTION 
Anderson, C. F. and Smith, LeRoy. Correc- 
tion of athism. 117 Abstract 
MANDIBULAR MOVEMENTS 
See also Articulation and occlusion 
Granger, E. R. Functional relations of the sto- 
matognathic system 
Ogle, M. W. Traumatic occlusion and mandi- 
ble repositioning. 527 
Perry, H. T. and Harris, S. C. Role of the 
neuromuscular system in functional ac- 
tivity of the mandible. 665 
Schwartz, L Ethyl chloride treatment of 
painful mandibular movement 


4 
Sicher, Ha Positions and movements of 
the mandible. 620 
Thompson, J. R. Concepts regarding function 
of the stomatognathic system. 626 
MANN, MARTHA ANN. (Reviewed by) Year book 
of dentistry (1953-1954 series) Edited by 
S. D. Tylman, et al. 601 
MARYLAND DENTAL SOCIETY 
vom, of Roentgenol Review 
0; 


Oral Roentgeno 
MASSACH SETTS DENT. 
Record attendance at , 2-— 4 meeting 


472 
MASTICATION 
Beyron, H. L. Characteristics of functionally 
optimal occlusion and principles of occlu- 
sal rehabilitation. 648 
FORCE 
Ledley, R. S. Relation of occlusal surfaces to 
the stability of artificial dentures. 508 
MUSCLES 
Perry, H. T. and Harris, S. C. Role of the 
system in functional activ- 
of the mandible. 665 
MATERIA MEDICA AND THERAPEUTIC 
See also Antibiotics; Endocrine nts and 
hormones —therapy; Penicillin 
Council on Dental Research, Amer. Den 
Assn. recommendation on packing of mer- 
cury. 459 
German dentists 
committee. 592 
COUNCIL ON DENTAL THERAPEUTICS REPORTS 
Amer. Den. Assn 
tics 
DENTAL 
Argentine Dental Association to be permitted 
to prepare translation and publish one 
edition of Accepted Dental Remedies. 460 
MATERIALS, penta 
List of Certified Dental Materials. 447, 544, 713 
MATHIS, HERMANN. Die gutartigen Gewichse 
der Mundhéhle. (Benign growths of the 
oral cavity) (Book rev.) 235 
See Mandible and maxilla; Maxillo- 
facial injuries 
MAXILLARY SINUS: See Sinuses of, face 
MAXIL INJURIES 
Oli a Maxillofacial prosthesis. 399 
McCLANAHA , W. S. ann WEBER, ALBAN. Den- 
tist's tax return. 78 
McDADE. J. C. No social security. 357 
MEASUREMENTS 
ortTHopontTic: See Orthodontic diagnosis and 
measurements 
MEDALS: See Awards 
MEDICINE 
soctatizep: See Socialized medicine 
MERCHANT, H. D. President, All India Dental 
Association. 732 


organize dental remedies 


See 
—Coun. Den. Therapeu- 


7 


veraeeutis : See Materia medica and thera- 
utics 
See Cancer—metastasis 
MEXICAN | DENTAL ASSOCIATION 
Elects directors. 478 
Mexican dental congress draws international 


MICHIGAN STATE DENTAL ASSOCIATION 
opts advertis standards. 47 
MILITA. Y DENTISTRY: See Dentistry—military 
and naval 
MLL, Ss. C. University of Santo Domingo 
mes honorary professor. 344 
MOEN, 5 D. Family dental survey 


Frequency 
of visits to the dentist; 
bill. 74 


the annual dental 


Dentures and 
of fluoridation; 


Family dental survey. III. 
bridges worn; knowledge 
opinion of the dentist. 

1953 survey of dental 
of wy by 
factors. 68 

1953 of dental practice. 
dentists by ty 
employed, eq 
factors. 194 

1953 survey of dental practice. IV. Sources of 
dental income; expenses of dentists; aux- 
iliary personnel. 

1953 survey of dental practice. V. Number of 
hours and weeks worked by the dentist; 
length of wait for an appointment. 562 

1953 survey of dental practice. VI. Number 

of patients. 706 

urve plans. 711 

MOEN. } ts council 

(c my Internat. Relations) 8 


MOLARS 

See Teeth—molars, 
MONTO anp HOWELL, J. T.: See Howell, 
MOORE. R. A. anv DIXON, F. J.: See Dixon, F. J 


MORSE, R. E. Elected head of New York Acad- 
of Dentistr 


ractice. II. Income 
location, age and othér 


Ill. Income of 
of practice, personnel 
pment owned and other 


4 595 
MOSS, Operative hypnodontics. (Film rev.) 


705 
MOTTLED TEETH: See Enamel 
MOUTHPIECES 
PROT 


mottled 


ECTIVE 
Catheart, J. F. Football's ounce of prevention 
606 Abstract 
MOYERS, ROBERT. Scheduled for essay at Co- 
lumbia. (Rose Cohen Memorial Lecture) 


218 

MUHLMANN, H. R. Tooth mobility, the measur- 
ing method. Initial and secondary tooth 
mobility. 609 Abstract 

MURPHEY, P. H. gion of Merit Award. 730 


MURUZABAL, MARGARITA (Reviewed by) 
Odontologiad y mecadnica dental (Me- 
chanical dentistry) Argentine Dental As- 
sociation. 602 
Prétesis a placa. Pedro 


Saizar. 11! 
USCL See also Masticaticn—-muscles 
MYOBLASTOMA 
Chipps, J. E. and Reinhardt, G. R. Myoblasto- 
ma of the tongue. 114 Abstract 


(Denture prosthesis) 


N 


NACHLIN, J. J. Type of pain associated wie | the 
restoration of teeth with amalgam. 
NATIONAL BOARD OF DENTAL E MINERS 

See Amer. Den. Assn. oun. Nat. Bd 
Den. Examiners; See also Licensure and 
subheadin, 
NATIONAL BUREAU OF STANDARDS 
= fellowship host to visitors 


‘oad. 
NATIONAL, nee S DENTAL HEALTH 
DAY: See Children’s Dental Health Day 
NATIONAL CONFERENCE ON HEALTH IN COL- 
(4th) 


from 


A.D.A. to participate. 582 
NATIONAL DAIRY COUNCIL 
Cooperates on Health Day. 212 
NATIONAL HEALTH COUNCIL 
Dental personne! discussed at National Health 
Forum. 584 


INDEX 


THE JOURNAL OF THE AMERICAN 


NATIONAL HEALTH INSURANCE 
See also Socialized medicine 
IN NORWAY 
Gard, Knut. Public dental service in Norway 


NAVY See Dentistry—military and 


nava 
NELSON, MARJORIE M.; EVANS, H. M.; FRAND- 
SEN, A. M. = BECKS, HERMANN: See 


Frandsen, A. M. 
NEWBURY, C. R.; STOREY, E.; DOCKING, A. R 
anp DONNISON, JOAN A.: See Docking, 


A. R. 
NEWMAN, C. W. anp THOMPSON. C. F. Open 
eoqueten of fracture of mandibular con- 


NICHOLE, G. (Reviewed by) Die 
(The cast filling) Ewald Harndt. 234 
Odontologica. Fase. 4. Beitrag zur indirekten 

| mit sero-calcium 
(Contribution on indirect pulpotomy with 
sero-calcium) Fritz Kempf. 486a 
Odontologica. Fasc. 5. Die einwirkung von 
Nelkenél (oleum caryophylli) und Euge- 
nol auf die Pulpa. (The effect of oleum 
caryophylli and eugenol upon the pulp) 
Reinhard Koch. 486a 
ie. (Pharmacology) L. 


and R. Weigmann. 603 
NOMENCLATURE 
DENTAL 
Great expectations from dentifrices, and 
words that mean too much. (Ed.) 572 
pomenceture Conference report issued. 92 
NORTHR Preoperative management of 
the ae surgery patient. 116 Abstract 
NORWAY: See Public health programs—by coun- 


NOVOCAINE: See Anesthesia and anesthetics, 
local—procaine hydrochloride 
NURSES 
“The nurse—health pioneer” is World Health 


Day theme. 480 
NUTRITION See Diet and nutrition 


Lendle 


AND SIMILAR APPLIANCES 
. Maxillofacial prosthesis. 399 
OCCLUSION» 


also Articulation and occlusion; Bite 
taking; Mandibular movements 
Beyron, H. L. Occlusal changes in adult den- 
tition. 674 
Full knowledge of occlusion essential fs the 
practice good dentistry. (Ed.) 715 
Graber, T. undamentals of occlusion. 177 
oe RA of occlusal problems in the prac- 
tice of dentistry. 619 
CENTRIC 
Beyron, H. L. Characteristics of functionally 
yptimal occlusion and principles of occlu- 
sal rehabilitation. 648 
Granger, Functional 
stomatognathic system 
Sicher, Harry. Positions and movements of the 
dible. 620 
n, J. R. Concepts regarding function 
the stomatognathic system. 626 
RESTORATION TO NORMAL 
Beyron, H. L. Characteristics of functionally 
optimal occlusion and principles of occlu- 
sal rehabilitation. 648 
traumatic: See also Articulation and occlusion 
natural teeth; Periodontal disease 
. Traumatic occlusion and mandible 


relations of the 


of the natural dentition. 293 
ronic dental fluorosis 


. A. anp KESEL, 
R. G:: see’ Kesel, R. 
EQUIPMENT, DENTAL: 
d 


OGLE, M. W. Sroumetie occlusion and mandible 
repositionin ng. 
OLIN, Ww. H. Maxil prosthesis 399 
ONLAYS 
SURGICAL 


See Equipment, 
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Smith, A. E. and Robinson, Marsh. Individu- 
ally constructed stainless steel bone onlay 
splint for immobilization of proximal frag- 
ment in fractures of the angle of the 
mandible. 608 Abstract 

OPERATIVE DENTISTRY 
INSTRUMENTS 

Hudson, D. C. and Sweeney, W. T. Tempera- 
tures developed in rotating dental cutting 
instruments. 127, correction 

ORBAN, BALINT. (Edited by) Oral histology and 
embryology. (Book rev.) 602 

(Reviewed by) Die gutartigen Gewichse der 
ann of the oral 
cavit Hermann Mathis. 235 

no BRA SHAW. See Brayshaw. H. A 
ORTHODONTIA See, Orinodenties See also 


Malocclusio 
ORTHODONTIC APPLIANCES, MATERIALS, 


Docking. A. R., et al. —~ of orthodontic 
ment on tooth enam 361 Abstract 
ORTHODONTIC DIAGNOSIS “AND MEASURE- 


Beyron, H. L. Occlusal changes in adult den- 
tition. 674 
movan, R. W. Radiographic cephalometric 
consideration of facial growth during or- 
thodontic treatment. 363 Abstract 
Graber, T. M. Critical review of clinical 
cephalometric rediography. 605 Abstract 
ORTHODONTIC TREATMENT 
DECALCIFICATION AND DECAY RESULTING FROM 
Docking, A. R., et.al. Effect of orthodontic 
cement on tooth enamel. 361 Abstract 
TISSUE CHANGES CAUSED BY 
Storey, Elsdon. Bone changes associated with 
tooth movement. A radiographic study 
115 Abstract 
ORTHODONTICS 
See also Malocclusion; Orthodontic diagno- 
sis and measurements; Orthodontic treat- 
ment 
epucaTion: See Education, dental—orthodontics 
OSTEITIS 
FIBROSA CYSTICA 
——— x” F. Localized osteitis fibrosa and 
ntoma. 238 Abstract 
OSTERLE. GORDON. Trichlorethylene anesthe- 
sia. (Book rev.) 603 


P 


PAFFENBARGER, G. C. Elected president, Inter- 
national Association for Dental Research 


476 
Science academy honors. 724 
PAIN 
contro: See Pain—prevention and control 
DIAGNOSIS 
Weisengreen, H. H., et al. Approach to the 
problem of facial pain. 33 
PREVENTION AND CONTROL 
Weisengreen, H. H., et al 
problem of facial pain. 33 
PALATE, cierr: See Cleft palate and cleft lip 
PALEODONTOLOGY 
lution of the Piltdown mystery 
erase Dawn Man. (Ed.) 20 
PALSY 
CEREBRAL 
Fellowships, residencies, available at universi- 


ties. 

PANGMAN, W. J. anp GURDIN, MICHAEL: See 
Gurdin, Michael 

PANKOW, C. A. University of Buffalo honors. 99 

PAQUETTE, N. J. Asks fuller coverage of anti- 
fluoridation arguments. 229 

PATTERSON, W. R. Role of the dentist in the de- 
tection and diagnosis of oral malignancies. 


4 
PAULSEN, R. E. Secretary, Washington State 
Dental Association. 471 portrait 
PEARLMAN, SHOLOM ntial requirements 
for effective research in dental therapeu- 


tics. 49 
PEDODONTICS: See Children, y for 
PELTON, e public 


Approach to the 


scientists 


W. J. Orthodontics from 


health viewpoint. 605 Abstract 
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| 
repositioning. 527 
Winslow, M. B. Preventive role of occlusal 
balancing 
OCKERSE, T. Ch 
in Kenya, 
O'DON 
OFFICE 


PENICILLIN 
Council on Dental Therapeutics lists dental 
cones in Group A. 546 
Seelig, Alexander, et al. Effect of penicillin 
G potassium plus calcium carbonate on 
surgically expesed dental pulps of the 
rhesus monkey. 532 
IN DENTIFRICES: See Dentifrices—penicillin 
VINCENT’S INFECTION: See Vincent's infection 
PENTOTHAL SODIUM: See Anesthesia and anes 
thetics, general—thiopental sodium 
PERIODICALS 
DENTAL 
French dental journals merge to single review 
(Revue Francaise d'Odonto-Stomatologie) 


June meeting to analyze dental publications 
(Council on Journalism) 468 

Longevity in dental journals: Dental Items of 
nterest ends long career. (Ed.) 329 

National dental bulletin takes on new look 
4 


New —— to survey periedontic literature 
ournal of the Western Society of Perio- 
dontology) 481 
Oldest dental journal suspends 
(Dental Items of Interest) 22 
200 needed for F.D.I 
journal. 479 
PERIODONTAL DISEASE 
See also Gingiva—diseases; 
tion 
Role of dentistry in chronic illness. 687 
DIET IN RELATION: See Diet and nutrition- 
dontal conditions 
TREATMENT—CONSERVATIVE 
Hagerman, D. A. and Arnim, S. A. Effect of 
periodontal treatment on the connective 
tissue fibers of the marginal gingiva. 158 
TREATMENT—SURGIC AL 
Hagerman, D. A. and Arnim, S. A. Effect of 
periodontal treatment on the connective 
tissue fibers of the marginal gingiva. 158 
PERKINS, G. T. Heads Walter Reed dental divi- 
sion. 220 portrait 
New thermometer 729 
PERRY, H. T. ann HARRIS rd Role of the 
system functional ac- 
ity of the mandible. 665 
PHONETICS AND SPEECH DEFECTS 
Kessler, H. E. ——— of dentistry to 
speech. 44, comment 35 
PICKETT, KATHLEEN G.; CLEMENTS, E. M. B 
AND E.: See Clements, 


E. M 
PILLARS, F. W. Accepts 
(Coun. on Legisl 
PLAQUES, bDENTAL 
teeth 
POSNER, A. S. X-ray scattering study of tooth 
structure. 364 Abstract 
POSTPAYMENT PLANS: See Economics—dental 
-postpayment plans 
PRACTICE, 
DeRevere, R. E. and Burket, L. W. Contri- 
bution of the dentist in private practice 
to practice Management courses for un- 
dergraduates. 493 
Moen, D. 1953 survey of dental practice 
Il. Income of dentists by location, age and 
other factors. 68 
1953 survey of dental practice. III. Income 
of dentists by type of practice, personne! 
employed, equipment owned and other 
factors. 194 
1953 survey of dental practice. IV. Sources 
of dental income; expenses of dentists; 
auxiliary personnel. 448 
1953 survey of dental practice. V. Number of 
hours and weeks worked by the dentist; 
length of wait for an appointment. 562 
1953 survey of dental practice. VI. Number 
of patients. 706 
APPOINTMENTS 
Moen, B. D. 1953 survey of dental practice 
Vv. Number of hours and weeks worked 
by the dentist; length of wait for an ap- 
pointment. 562 
miecaL: See Illegal practice 
PRATT, ROBERTSON anp DUFRENOY, JEAN 
Antibiotics. (Bodk rev.) 232 


publication 


bilingual 


Vincent's infec- 


perio- 


council 
ation) 89 
See Stains and plaques on 


appointment 


PREMEDICATION 
P. M. Preopcrative management of 
the oral surgery patient. 116 Abstract 
PREPAYMENT war~ab AL PLANS: See Economics 
dental plans 
PREVENTIVE DE. 
FLUORIDE: See 
vention, etc. 
PRIMITIVE PEOPLES 
DENTAL CONDITIONS 
Barrett, M. J. Dental observations on Austra- 
lian aborigines: Yuendumu, Central Aus- 
tralia, 1951-52. 364 Abstract 
PROCAINE HYDROCHLORIDE: See 
and anesthetics, local 
chloride 
PROPHET, A. S. ann ATKINSON, H. F 
kinson, H 
PROSTHESIS 
Jilin, W. H. Maxillofacial prosthesis. 399 
PROTECTIVE MOUTHPIECES: See Mouthpieces 
protective 
PROTEIN: See Diet and nutrition 
PRUZANSKY, SAMUEL. Description, classifica- 
tion, and analysis of unoperated clefts of 
the lip and palate. 362 Abstract 
PSYCHOSOMATIC MEDICINE AND DENTISTRY 
Weisengreen, H. H., et al. Approach to the 
problem of facial pain. 33 
PUBLIC EDUCATION 


PUBLIC TS TH PROGRAMS 
A.D.A. officials review government 
plans. 464 
sy country: See also National health insurance 
Gard, Knut. Public dental service in Norway 
DENTAL 


dental—fiuoride for pre 


Anesthesia 
procaine hydro- 


See At- 


See Education 


health 


actions of the 
alth. 444 
PUBL ic RELATIONS 
penTistry: See also Education of public 
Conference of council officers contributes to 
Association's public relations program 


(Ed.) 453 
PUBLIC SCHOOL DENTISTRY: See 
and school dental service 
PUBLICITY 
DENTAL 
Articles on dental health prepared for news- 
paper use 
Magazine for teachers cites 
Day. (The Instructor) 353 
Radio, press, business firms help on Dental 
Heelth Day. 353 
PULP TREATMENT 
Seelig, Alexander, et al 
G potassium plus 
exposed 
vesus monkey. 532 
PYORRHEA ALVEOLARIS: See 


Council on Dental 


Community 


Dental Health 


Effect of penicillin 
calcicm carbonate on 
dental pulps of the 


Periodontal dis- 


R 


RADUSCH, DOROTHEA F. (Reviewed by) Chem- 
istry of food and nutrition. H. C. Sher- 
man. 235 
Man's foods—nutrition and environments in 
food gathering times and food producing 
times. L Jensen. 233 
Proceedings of National Food and Nutrition 
Institute. United States Department of 
Agriculture. 603 
RAKOWER,. WILLIAM; SELDIN, S. D. anv SEL- 
DIN, H. M.: See Seldin. S. D 
RAPOPORT, DOBBS, E. C. anv De- 
VIER. W., JR.: See Dobbs, E. C 
RAVOC Anesthesia and anesthetics, 
»cal— Ravocaine 
REG ISTRY OF DENTAL AND ORAL PATHOL- 
OGY: See Armed Forces Institute of Pa 


thology 
REINHARDT, G. R. anp CHIPPS, J. E See 
Chipps, J. E 
RELIEF FOR DENTISTS 
Relief Fund contributions. 90, 211, 338, 467, 


H. Former defense secretary cites 


582 
RENFROW »L 
97 
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REPLANTATION OF TEETH: See Implantation 
natural teeth 
RESEARCH 
DENTAL: See also Amer. Den. Assn.—Coun. Den 


group. on list of research grants 


research: a sick industry 

Forscher, B. F. and Hess, W. C. Validity of 

plag SF measurements as a method of 
aluating therapeutic agents. 134 

greater funds for re- 


Pearlman. Sholom. Essential r 
— research in denta 


See Fellowshi 
RESECTION OF MANDIBLE AND MAXILLA 
See Mandible and maxilla—resection 
RESIDENCIES, vewrat: See Internships and resi- 


cies, dental 
RESINS 
See also 5) special types, L.e., Acrylic resins 
ust? of Certified Dental Materials. 447, 713 
pati OF MANDIBLE: See Occlusion 


RETENTION 
rrostuetics: See Dentures—retention; See 
also Dentures stabilization: Impressions— 


technic 
RIESE, ae Conception of disease. (Book 
rev. 
ROACH, H. J. Rubber dam in Air-Dent technic 
ROBINSON, MARSH anv SMITH, A. E.: See 
Smith, A. E. 
ROENTGENOLOGY 
penTaL: See also Education, 
ology 
Florida society serves 2,500 at State Fair. 472 
TECHNIC 
Grant, Ronald and Lanting, Harry. Improved 
technic for roentgenographic éxamination 
of the 1p Abstract joint and con- 
dyle. 116 
Posner, A. 8. 


structur, 
ROGERS, LLO D. Elected ‘chiet of Detroit hospi- 


ROSENFELD, LEONARD; GOOCH, MARJORIE 
ND Schools of public 

ealth. (Book r 234 
ROTHENBENGER, J. SIMON, 


RUBBER DAM: my Saliva—control 
RUSSIA: See Dentistry—in Russia 


uirements for 
therapeutics 


dental—roentgen - 


study of tooth 


W. J.: See 


SADOVE, M. S.; WYANT, G. M. ann SPENCE, 
-Trichloroethylene in dentistry: gen- 
esthesia 5 
SAIZAR. PEDRO. Protesis a placa. 
thesis) (Book rev.) 113 
SALIVA 


CONTROL 
noom, H. J. Rubber dam in Air-Dent technic 


SALIVARY CALCULUS: See Calculus—salivary 
SANDELL, PERRY. Named to Health Council post 


215 
nae, JEAN-PAUL. Existential psychoanaly- 
oe rev.) 739 
SCHAFFER, 


Effects of drugs in the treat- 
ment ulcerative gingivitis 


SCHEER, b. T. General physiology. 


SCHOOL AND COMMUNITY DENTAL SERVICE 
See scoenenenity and school dental service 
SCHOONOVER, 
DICKSON, GORGE: FORZIATI, A. F. anv 
LAWSON, M. E., JR.: See Dickson, George 
GLASSON, G. ¥, ann SWEENEY, W. T.: See 


SCHOTT, C. H. Tentists win reco 
election of. (Cincinnati Public 
Federation) 226 


(Denture pros- 


(Book rev.) 


ition in 
Health 


SCHOUBOE, P. J. Named National Bureau of 
Standards research associate. 212 portrait 

SCHREIBER, H. R. Anatomic and physiol 
approach to treatment of temporomandibu- 
lar joint disturbances. 261 

SCHUMAKER, J. by) 


A. W. Ham. 
SCHWARTZ, L. L. Ethyl chloride treatment of 
limited, painful mandibular movement. 


Histology. 


497 
SCHWARZROCK, L. H. Training manual for the 
dental chair assistant. ( k rev.) 602 
SCOTT, J. H. Cartilage of the nasal septum. A 
conten to the study of facial growth 
bstrac 
SEELIG, ALEXANDER; FOWLER, R. C. anv 
TANCHESTER, DAVID. Effect of penicil- 
lin G potassium plus calcium carbonate 
on surgically exposed dental pulps of 
the rhesus monkey. 532 
SELDIN, H. M. 
anp CLEMENT, F. W.: See Clement, F. W 
TLLIAM anp SELDIN, S. D 


See Seldin, S 
SELDIN, 58. 
SELDIN, H. M. ann RAKOWER, WILLIAM. 
Removal of impacted third molar. (Film 
rev.) 67 
rev. 

SELECTIVE | SERVICE ACT: See Laws and le — 
tion—military and — See also 
and na 

SERVICE TO ORGANIZED GROUPS: See Indus- 

trial dental service 

SELKIRK. ie K. anp CHENOWETH, L. B.: See 


Chenoweth, L. B. 

SERVICE TO. ORGANIZED GROUPS: See Indus- 
trial dental service; See also National 
health insurance 

SHERMAN, HAROLD; FIASCONARO, J. E. anp 
CHILTON, N. W. Comparison of the clin- 
ical effectiveness of the higher potency lo- 
cal anesthetics in operative dentistry. 151 

SHERMAN, H. C. Chemistry of food and nutri- 
ti (Book rev.) 235 

. E. Dental Information Bureau 
ooses new chairman 

SHIRA, f B. Open reduction of mandibular frac- 
tures. 607 Abstract 

A. Occlusal equilibration. (Film rev.) 
46 


SHPUNTOFF, HARRY anp SHPUNTOFF, WIL- 
LIAM. Prolonged oy of topically ad- 
ministered oxytetracycline (terramycin) 
in Vincent's infection: a preliminary re- 


port. 169 
SICHER, HARRY. Positions and movements of 
the mandible. 620 
(Reviewed by) Method of anatomy, descrip- 
tive and deductive. J. B. Grant. 360 
SILLMAN, J. H. Child and his thumb. (Film rev.) 


193 
SILVERMAN, R. E. Use of antihistamines in oral 
surgery: a preliminary report. 240 Ab- 
stract 
SIMON, W. J. ann ROTHENBERGER, J. H. Algi- 
nate impressions for indirect inlays. 
(Film rev.) 543 
SINUSES OF FACE 
DeOrr, Cooley. Method for Cope of oro- 
antral openings. 606 Abstr 
Gurdin, Michael and Pan oy ow. J. Dermal 
sinuses of dental origin with report of 
three cases. 486 Abstract 
SMALL, M. ann BERNSTEIN, I.: See Bernstein, I 
SMILEY, DEAN anno GOULD, A. G com- 
Indi- 


munity’s health. (Book rev.) 112 
SMITH, A. anp ROBINSON, MARSH. 
vidually constructed stainless steel bone 
onlay splint for immobilization of proxi- 
mal fragment in fractures of the angle 
of the mandible. 608 Abstract 
SMITH, LeROY ann ANDERSON, C. F.: See An- 
derson, C. F. 
SNYDER, J. H. Bronze Star Medal awarded to 
dental officer. 97 
SNYDER, O. P. General Epperly to succeed as 
director of dental activities at Brooke 
Army Medical Center. 589 
Honored at Texas dinner. 586 
Nominated as Dental Corps chief. 475 
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SOCIAL SECURITY ACT 
Association testifies on OASI. 565 
McDade, J. C. No social security. 357 
OASI for dentists opposed, other 
views told. 579 
OASI tax form, schedule C-a, explained by 
Council on Legislation. 339 
President Eisenhower urges OASI for den- 
ee federal reinsurance for private 
alth insurance 
soc IALIZED MEDICINE 
See also National health insurance 
President Eisenhower urges OASI for den- 
tists, federal reinsurance for private 
health insurance 
SOCIETIES, venta: See Associations and socie- 
ties, dental; See also names of specific 
organizations, i.e.. Amer. Den. Assn 
SODIUM FLUORIDE: See Fluorides; See also 
Caries, dental—fluoride for prevention, 


etc 
SOUDER, WILMER. National Bureau of Stand- 
ards dental research man retires. 351 por- 


A.D.A 


trait 

SPEAR, H. C. Tumors of the anterior cervical 
region. 486g Abstract 

SPECIALISTS 

EDUCATION, DENTAL: See Education, dental—spe- 
cialists; See also Education, dental and 
subheadings for various specialties 

SPEECH 

correction: See Phonetics and speech defects 
perects: See Phonetics and speech defects 

M.; SADOVE, M. S. ann WYANT, 

See Sadove. M.S. 

SPILLMAN” JOSEPHINE Veteran woman dentist 
honored by dental society. (North Tona- 
wanda) 105 

SPLINTS 

Smith, A. E. and Robinson, Marsh. Individu- 
ally constructed stainless steel bone onlay 
splint for immobilization of proximal 
fragment in fractures of the angle of the 
mandible. 608 Abstract 

SPRINGER, JAMES. (Abstracted by) Dermal si- 
nuses of dental origin with report of 

Michael Gurdin and W. J 


86, 
STABILIZERS. See Dentures—stabilization; See 
also Dentures—retention 
STACK, M. V. Organic constituents of enamel. 297 
STAINLESS STEEL AND CHROME ALLOYS 
Smith, A. E. and Robinson, Marsh. Individu- 
ally constructed stainless steel bone onlay 
splint for immobilization of proximal 
fragment in fractures of the angle of the 
mandible. 608 Abstract 
STAINS AND PLAQUES ON TEETH 
Forscher, B. K. and Hess, W. C. Validity of 
plaque pH measurements as a method of 
evaluating therapeutic agents. 134 
STAMMERING: See Phonetics and speech defects 
STATE SECRETARIES’ MANAGEMENT CON- 
FERENCE 
Postooned to 1955. 210 
STATISTICS 
DENTAL DEFECTS 
Dental care needs report ready in pamphlet 
form. 341 
Moen, B. D. Family dental survey. II. Fre- 
quency of visits to the dentist; the annual 
dental bill. 74 
penTists: See also Economics—dental 
America's mounting population a Geter to 
the dental profession. ( ) 
Canada needs more dentists ian associa- 
tion. 592 
Dental care 15.6 per 
bill. 347 
Dental school 
crease. 218 


cent of nation’s health 
continues to in- 


Moen. B. D. Family dental survey. III. Den- 
tures and bridges worn; knowledee of 
fluoridation: ovinion of the dentist. 320 

1953 survey of dental practice. II. Income of 
dentists by location, age and other factors 
68 


enrollment 


1953 survey of dental practice. V. Number 
of hours and weeks worked by the den- 
tist; length of wait for an appointment 


U. S. has 93,726 dentists survey shows. 340 


Will tell plan to increase number of dentists 
(Harold Hillenbrand to discuss Associa- 
tion plans to increase the number of den- 
tists) 468 

STERILIZATION AND ASEPSIS 
See also Antiseptics, germicides 

Council on Dental Therapeutics lists methy!- 
benzethonium chioride in Group A. 545 

H. T. Comparative bactericidal ef- 
ects of various temperatures of hot oils 


307 
STOMATITIS 
utcerous: See Vincent's infection 
STOREY, ELSDON. Bone changes associated with 
too movement. A radiographic study 
115 Abstract 
Doar A. R.; DONNISON, JOAN A. ano 
WBURY, C. R.: See Dock ing, A. R 
STRUNK. R. (Compiled by) Inventory of so- 
- and economic research in health 
Book rev.) 739 
STRUSSER. HARRY (Reviewed by) Classifica- 
tion and treatment of injuries to the 
teeth of children. R. G. Ellis. 486c 
——— principles and practice. C. V. Langton 
nd C Anderson 9 
Health teaching in schools for teachers in ele- 
mentary and secondary schools. Ruth E 
Grout. 739 
Inventory of social and economic research in 
health. Compiled by F Strunk. 739 
Public health education, its tools and proce- 
dures. H. E. Kieinschmidt and Savel Zi- 


mand. 600 
SUGAR: See Caries, dental— 
relation to 
SUPPLIES. pewrat: See 
SWEDEN: See Swed 
SWEENEY, 
AND TUDSON, D. C.: See Hudson, D. C 
SCHOONOVER, I. C. ann GLASSON, G. F 
See Glasson, G. F 
SYROP, H. M. Intraoral and pharyngeal move- 
ments. (Film rev.) 543 
waa MANIFESTED IN 


Role of dentistry in chronic illness. 687 


sugar and starch in 


T 


TANCHESTER, DAVID; SEELIG, ALEXANDER 
= FOWLER, R. C.: See Seelig, Alexan- 
er 
TAXES 
mncomge: See Economics—dental 
TECHNICIANS, pewrar 
Accreditation of dental laboratory technology 
programs. 1 
Training programs for dental laboratory tech- 
nicians. 441 
TEETH 
rrnurtion: See Eruption of teeth: See also Den- 
tition 
EX TRACTION 
FLUORESCENCE 
Dickson, George, et al. Fluorescence of teeth 
reveals structure. 362 Abstract 
rracturep: See also treatment employed 
Gallatin, A. L. Fractured central incisor. 313 
IMPLANTATION: See Implantation 
MOBILITY 
Muhimann, H. R. Tooth mobility. The meas- 
urine method. Initial and secondary tooth 
mobility. 609 Abstract 
MOLARS, THIRD 
Ledyard, B. C., Jr. Study of the mandibular 
third molar area. 365 Abstract 
MOTTLED: See Enamel—mottled 
REPLANTATION: See Imoplantation—natural 
TRANSPLANTATION: See Implantation 
TEMPOROMANDIBULAR JOINT 
Granger, R. Functional 
stomatognathic system 
Thompson, J. R. Concepts regarding function 
of the stomatognathic system. 626 
DISEASES AND vysruNcTiIONS: See also Mandible 
and maxilla—resection 
Schreiber. H. R. Anatomic and physiological 
approach to treatment of temporomandib- 
ular joint disturbances. 261 


taxes 


See Extraction 


teeth 


relations of the 
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Schwartz, L. L. Ethyl chloride treatment of 
limited, painful mandibular movement 


TERRAMYCIN: See Antibiotics 
TESSLER, K. (Abstracted by) 

its effects upon ora 

Van Studdiford. 115 
Treatment of recurrent herpes simplex. J. M 

Borda and R. Esquivel. 114 

THATCHER, VIRGINIA S. History of anesthesia 
(Book rev.) 359 
SODIUM 
tics, general 
THIOPENTAL’S 
thetics, 
THIRD MOLARS 
THOMPSON 


Malocclusion and 
membranes. M. T 


See Anesthesia and anes- 
thiamylal sodium 
SODIUM: See Anesthesia and anes- 
eneral—thior ental sodium 
See Teeth—molars, third 
anp NEWMAN, C. W.: See 


New Cc. W 
THOMPSON. C. ann HAZARD, D. C. Thiopen 
tal sodium and thiamylal sodium: their 
usefulness in the office practice of ora! 
surgery. 117 Abstract 
THOMPSO J. R. Concepts regarding function 
of the stomatognathic system. 626 
THRONDSON, A. H. Remarkable tolerance of ti 
sues to a foreign body. 118 Abstract 
TIMBOROUS, J. G. Protests TV dentistry pro 
gram. 599 
TISSUE 
CHANGES IN TOOTH MOvEMENT: See Orthodontic 
treatment—tissue changes caused by 
TOOTHPASTES: See Dentifrices 
TOOTHPOWDERS: See Dentifrices 
TOYE, A. E. Awarded Legion of Merit. 589 
Heads periodontics at Walter Reed. 348 por 


trait 

TRAEGER, K. A. Congenital fistulas of the lower 
lip; report of case. 607 Abstract 

OF TEETH: See Implanta- 


TRAUMATIC OCCLUSION: See Occlusion 


matic 
TRENCH MOUTH: See Vincent's infection 
TRICHLORETHYLENE: See Anesthesia and anes 
reneral—trichlorethylene See 
so Analresia—trichlorethylene 
TRILENE See Anesthesia and anesthetics, gen 
eral—trichlorethylene 
TUMORS 
See also names of tumors 
Spear, H. C. Tumors of the 
region. Abstract 
Tumor metastases. 537 Abstract 
TURKHEIM. H. J. Bacteriological investigations 
on dental filling materials. 236 Abstract 
TYLMAN. S. D., et al. (Edited by) Year book of 
dentistry (1953-1954 series) (Book rev.) 
601 


trau 


anterior cervical 


U 


UNESCO 
A.D.A. to particivate 
UNITED STATES PUBLIC 
Begins Gainesville dental 
(Florida) 347 
Bureau of State Service 
ized 
Dental group last on list of research grants 


4 
UNLICENSED DENTISTS 


in coupon scheme. 725 
HEALTH SERVICE 
treatment study 


of USPHS reorgan- 


See Illegal practice 


Vv 


Van STUDDIFORD, M. T 
effects upon oral 


stract 
VERTICAL DIMENSION 
See also Occlusion—centric 
Beyron, H. L. Characteristics of functionally 
optimal occlusion and principles of occlu 
sal 648 
Concepts regarding function 
e system. 626 
Vv ETERANS ADMINISTRATION 
Association testifies on proposed appropria 
tions for VA outpatient dental services 


Malocclusion and its 
membranes. 115 Ab 


Association views on veterans’ home-town 


care appropriations. 699 


VIA, W. F., JR. (Abstracted by) Local anesthesia 
technique. I. I. Beechen 
VINCENT'S INFEC ION 
Schaffer, E. M. Effects of drugs in the treat- 
ment of necrotizing ulcerative gingivitis 


Shpuntoff, Harry and Shpuntoff, William. Pro- 
longed activity of topically administered 
(terramycin) in Vincent's 
reliminar. 

VISUAL DUCATIO IN DENTIST 
cation, dental; See also Education of 


VON RECKLINGHAUSEN’S DISEASE: See Oste- 
itis—fibrosa cystica 


WwW 


WAINWRIGHT, W. W. (Reviewed by) Roentgen, 
and radioisotope therapy. A. J 


(Reviewed by) Antibiotics. 
Robertson Pratt and Jean Dufreno 232 


Kesel, R. 
WALLACE. R. director of dental health, 
State Department of Health. 593 
WALLIS, H. R. E. Medical aspects of malocclu- 
sion. 237 Abstract 
WALLS, R. M. (Reviewed by) Disease and its 
conquest. G. T. Hollis. 486d 
Existential psychoanalysis. Jean-Paul Sartre 


WASHINGTON ACADEMY OF SCIENCES 
Research group affiliated with science acad- 


594 
WASHINGTON NEWS LETTER 
vee news letter. 87, 207, 333, 456, 578 


WATER 
FLUORIDE content: See Caries, dental—fiuoride 
or prevention—in water s plies 
WEBER, ALBAN McCLANAHAN. W . S.: See 
W. S. 
WECKEW, T President, 
Dentists. 481 
WEIGMANN, R. LENDLE, L.: See L 
WEISENGREEN, H. H.; AGNEW, R. OR- 
LAND, L. R. COLLINS, Ap- 
proach to the problem of facial pain. 33 
WELLS, R. to Rear Admiral post 
rtrait 
WESTERN SOCIETY OF PERIODONTOLOGY 
Publishes new journal to survey periodontic 
literature. (Journal of the Western So- 
ciety of Periodontology) 481 
WHINERY. J. G. Salivary calculi. 606 Abstract 
WILL a M. M. Endemic dental fluorosis in 
Kenya: preliminary report. 605 Abstract 
WINSLOW, . B. Preventive role of occlusal 
balancing of the natural dentition. 293 
WISAN, J. M. (Reviewed by) Thirty-second an- 
nual report of the Strong-Carter Clinic 
486a 


WISDOM TEETH: See Teeth—molars, third 
WORLD HEALTH ORGANIZATION 
Permanent dental officer for WHO urged by 


Academy of General 


“The nurse—health pioneer” 
Day theme. 480 
To hold first dental health seminar. 479 
Ww G SPENCE, J. SADOVE., 


is World Health 


See Sadove, M. S 


xX 


X-RAY 

Tecunic: See Roentgenology 
XI PSI PHI 

Elects officers. 353 


technic 


Y 


YAMANE, G. M. (Abstracted by) Production of 
artificial lamellae in human enamel. 
F. Atkinson and A. S. Prophet. 486e 
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Z ZANDER, H. A. Antibiotics in dentifrices. 3 
ZIMAND, SAVEL anv KLEINSCHMIDT, H. E 
See Kleinschmidt, H. E 
ZABIN, D. (Reviewed by) Thirty-third annual ZINC OXIDE CEMENT: See Cements—zinc oxide 
report of the Strong-Carter Dental Clinic ZINC PHOSPHATE CEMENT: See Cements—zinc 
Strong-Carter Clinic. 600 phosphate 


